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he officers of the 
Illinois State Dental 
Society and the Journal 
staff wish all the members 


a most joyous Christmas. 
‘We hope that 1962 will 
be peaceful and prosper- 
ous for you and your 
families. 
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to you ah tector 


May we wiale you, your family, 
and your office personnel a very 
joyful et ae jee aud a 
bountiful a t¥ew ‘Year 


M. W. SCHNEIDER DENTAL LABORATORY 
27 East Monroe Street e Chicago 3, Ill. 
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STANNOUS FLUORIDE 

STANNOUS PYROPHOSPHATE 

CALCIUM PYROPHOSPHATE 

CARBOXYMETHYL CELLULOSE AND VEE GUM 
HUMECTANT 

MONOGLYCERIDE SULFONATE AND ALKYL SULFATE 
FLAVORING AND COLORING AGENTS, AND WATER 


INIT. 


Only the unique and patented combination of ingredients in Crest—the 
total Crest formula—gives your patients proved and recognized effective- 
ness against decay in a dentifrice. Only Crest has this proved formula. 
That’s an important reason why the Council on Dental Therapeutics of the 
American Dental Association recognizes products—in this case Crest— 
by brand name, rather than naming just one ingredient in the formula. 








The Council on Dental Therapeutics statement: ‘Crest has been shown to be an effective 
anticaries dentifrice that can be of significant value when used in a conscientiously 
applied program of oral hygiene and regular professional care." 


3 ‘ > DENTISTRY: CONSTANT PROGRESS THROUGH CONSTANT STUDY 
eo ee y 


PROCTER & GAMBLE / PROFESSIONAL SERVICES DIVISION / CINCINNATI 1, OHIO 





A MAJOR ADVAt 
IN DEN 

BRUSH DESI 

AND PERFORMAM 


~— BROXODIEN 


SQUIBB AUTOMATIC ACTION BRUSH FOR TEETH ] 








gentle but stimulating, 
controlled massage of gums — 
safer, more effective, thorough 
cleaning of teeth 


in chronic marginal gingivitis and periodontitis “... one of the 
aids in mouth hygiene to be developed in recent years...m 
hygiene is improved in less time and with less patient effort. ... 

val stimulation is improved with less patient education. ...@ 
patient uses Broxodent, he will very seldom return to the used 
ordinary toothbrush.” Z 


G. M. STEWART, D.D.S., UNIVERSITY OF PITTSBURGH, SCHOOL OF DENTIST 
PITTSBURGH, PENNSYLVANIA* 


in handicapped patients, both children and adults “At the end 
weeks 17 patients [diagnosed as severely retarded] demonstrs 
improvement and 2 remained at moderate improvement. . 
opinion of the author Broxodent fills a definite need for ‘oe 
hygiene of severely handicapped patients.” 4 
J. J. ADELSON, D.D.S., 30 w. 59TH STREET, NEW YORK 19, NEW YORK* as 


in soft tissue problems, including periodontitis and periomiim 
“Ten of the 12 patients experienced an improvement in their gam 
lesions during use of Broxodent. Eleven patients had cle 
when using Broxodent, and 10 reported a useful massaging ¢ 
the instrument.” 


W. F. MAGUIRE, D.D.S,, VETERANS ADMINISTRATION HOSPITAL, 
BROCKTON, MASSACHUSETTS.* 


BROXODENT® is a trademark *Clinical Research Notes, Vol. IV, Ne 
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UR PATIENTS TO PRACTICE 
AT YOU PREACH— 
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NPROXODENT 


SQUIBB AUTOMATIC ACTION BRUSH FOR TEETH AND GUMS 


rior bristle — interchangeable brush unit. Brush unit of new, 


ial polyamide, Rilsan®— durable, flexible, superior to nylon or 


ral fiber, shaped to reach every dental surface. Soft bristle tex- 
and rounded bristle ends are specially designed for automatic 
hand massage action — nontraumatic to teeth and supporting 


w structure. Allergy or sensitivity to Rilsan bristles has not 
hobserved. 


se—easy-to-operate. Precision, Swiss-built motor unit (110 
.) is thoroughly researched, carries the Underwriters’ Labo- 
ties Seal—self-lubricating, watertight, shockproof, specially de- 
i for long, trouble-free service. 


patient merely attaches his personal brush unit and guides the 
mment across buccal and lingual tooth and gum surfaces. 
WENT automatically brushes in the recommended vertical brush 
m—rapidly and efficiently cleaning every tooth surface, gently 
lating and massaging all supporting tissue structure. 


Biime—less effort—less error. BROXODENT provides the three essen- 


me 
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s, Vol. IV, He 


Most patients are not willing or able to give for correct home 
of teeth and gums — time, effort, and correct brushing and mas- 
technique. Specifically, BROXODENT automatically assures in less 
one minute the thorough cleaning and massage of teeth and 


that few persons can achieve in 3-5 minutes with an ordinary 
brush. 


BROXODENT motor unit serves the entire family. Fully guaranteed 
full year, BROXODENT is supplied with two interchangeable 
units, a plastic travel case, and a convenient bathrocm wall 
a leading pharmacies, for $19.75. Extra brush units (in a 
yof colors) may be purchased separately, two for $.98. 


ur Squibb representative for complete details and demonstration, or write 
bSquibb & Sons, 745 Fifth Avenue, New York 22, New York. 


SQuisB dy Squibb Quality—the Priceless Ingredient 


sQquins prvieron SEEM we 









Craftsmanship... 





... through knowledge 


Why this tooth, and no other? 


Your selection of the finest porcelain is an integral part of SwIsSEDEN- 
TURE* service. Your certified laboratory technician knows that he can 
best interpret your artistic ability with Swissedent CR teeth, because 
they are the only teeth designed specifically to create the natural, three- 
dimensional effect which cannot be achieved with ordinary, transiu- 
cent teeth. 


This tooth is different from any other tooth. Here the specially trained 
technician is “depth grinding” a Swissedent CR central in order to place 
the contact point between the two centrals toward the lingual of the © 
teeth, as in natural teeth. This carving for individual personality is pos- 
sible because the teeth have no glassy sections or laminations of pig- ~ 
ments to be exposed by the grinding process. Special Swiss vacuum Rt 
firing assures the return of the natural luster to the sculptured areas ~ 
when they are repolished. 


The superiority of certified SwissEDENTURE service begins with the use e 
of the most beautiful teeth in the world. ; 


°SwISSEDENTURE is a certification mark which certifies 
that the denture construction services available mect 
standards set by Swissedent Foundation, Inc. 


SWISSEDENTURE | 
SERVICE 










Certified 
SWISSEDENTURE 
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AUSTIN PROSTHETIC LABORATORY 


5944 West Madison St ect, Chicago 44 


BETTS DENTAL LABORATORY 
Box 391, El Paso 


CAMPBELL DENTAL LABORATORY 


Box 103, Champaign 


LINN B. CRUSE DENTAL LABORATORY, INC. 


1070 Citizens Building, Decatur 


EHRHARDT & EPPLE CO. 


$2 West Randolph, Chicago 


K. C. ERICKSON DENTAL LABORATORIES 


105 East Main Street, Freeport 






"RESEARCH _ 



























HOOTMAN DENTAL LABORATORY, INC. 
811 Rockford Trust Building, Rockford SERVICE 


JOSEPH E. KENNEDY CO. 











ee- Le 8220 South Western Avenue, Chicago 20 
ju- OTTAWA DENTAL LABORATORY 
Ei 817 Columbus Street, Ottawa 
d i J. F. POLCYN DENTAL LABORATORY 
ae Be 2845 West 63rd Street, Chicago 29 
aCe am 





L. A. SCHMITT DENTAL LABORATORIES 


824 Maine Street, Quincy 


RAY SCHROECK DENTAL LABORATORY 
5 North Wabash, Chicago 2 


ARTHUR J. SCHROEDER LABORATORIES 


5834 Lincoln Avenue, Chicago 45 


SOUTH SHORE DENTAL LABORATORY, INC. 


1525 East 53rd Street, Chicago 15 


H. SWIGARD DENTAL LABORATORY 


Graham Building, Aurora 


THE UPTOWN DENTAL LABORATORY 
4753 Broadway, Chicago 40 


ASSOCIATED DENTAL LABORATORY, INC. 
404 South Sixth Street, Springfield 
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of Crown and Bridgework 


5,000 clinical cases... 


@ Denser, thus allowing thinner veneers and better color refrac- 
tion and bonding qualities. 


@ Abrasion resistance twice that of methylmethacrylates—insuring 
longer life. 

® Water absorption —one-third that of acrylics— thus, greater 
dimensional stability, elimination of unpleasant odors, seepage 
and discoloration. 
Impervious to alcohol absorption—Luxene .51 (%*wt.)— 
acrylics, 8-10 (% wt.). 


@ LUXENE VINYL is tougher — allowing exposed anterior incisal 
edges. 


Luxene Crown and Bridgework requires no change in your 
present procedure, however, the use of the Luxene Standard 
and the Luxene Characterized shade guides are essential for 
maximum results. 


Cut out and mail to us today 


JOSEPH E. Kennedy Oe 


8220 S. Western Avenue CHICAGO 20, ILLINOIS Phone: GRovehill 6-5900 


Please send at your earliest convenience 
Luxene Standard and Deluxe Shade 
Guides. 


Dr. 
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PRESIDENT’S PAGE 


by Phillip J. Kartheiser, D.D.S, 


December is the last month I shall serve as president 
of the Illinois State Dental Society. In January my sue 
cessor, Joseph B. Zielinski, shall assume the position 
which I have held during 1961. This is the most oppor- 
tune time for me to reach all members of the society” 
and express my sincere gratitude for the loyalty and 
support I have received from our organization. 

It would be impossible for me to try and express my 
appreciation to all who co-operated with me _ because 
of limited space, but it is my desire to make known 
my sincerest thanks to everyone who served as a com 
mittee chairman or a member of a committee. The 
entire state membership deserves a word of gratitude 
for its support of the officers, executive council, and 
the loyalty it has shown through co-operation. 

The year has been a busy one for the Executive” 
Council and committee chairmen and many hours have 
been spent away from their own interests to fulfill” 
their duties and obligations in behalf of the state so” 
ciety. I assure you that the time and effort given by 
your officers and councilmen, the various committee” 
members, as well as the vast amount of work .accom” 
plished by our State Secretary, Paul W. Clopper, and 
his staff was given with one thought in mind—to act | 
in the best interest of all members of the Illinois State 
Dental Society and the continued advancement of chee 
dental health of all the people of Illinois. 

My final communication to the members, throug 
this page, is filled with the hope that in some small 
way my efforts as president have been fruitful and that 
during my term of office I have fulfilled the expecta= 
tions and confidences placed in me when I was elected) 
I also hope the many problems which confronted thé 
present officers—some of which were not solved during” 
the present one year term—will be brought to a sug | 
cessful conclusion in the near future. 

My heartfelt thanks and appreciation go to every: 
one who had any part in the success of the 1961 prow 
gram and progress of the Illinois State Dental Society: 
Without the support and assistance I received, my teri 


: 
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of office would have been impossible. My experience 
as president of the state society is a cherished possession. 
I shall always hold a deep feeling of loyalty to our 
society and to the dental profession for the privilege 
of serving as president of the Illinois State Dental 
Society. 

I shall close this page with my best wishes to the new 
officers and men who will serve with them and ask 
God’s blessings on their term of office in 1962. A Merry 
Christmas and Happy New Year to every member of 
the Illinois State Dental Society. 

e 

The time of sacrifice and charity is not limited to 
one particular month of the year, but a reminder of 
the Relief Fund and contributions to it is in keeping 
with the approaching holiday spirit. May I urge you 
to participate in this worthy cause by sending your 
check to the American Dental Association Relief Fund 
as soon as possible. 
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EDITORIALS 


To Dr. iy Kartheiser 


and Our icers 

December marks the end of a year of service for Dr. Phillip Kartheiser, president 
of the Illinois State Dental Society, and all of his officers. These men, Joseph B. 
Zielinski, president-elect; Daniel W. Hogan, vice-president; Paul W. Clopper, 
secretary; and Carl J. Madda, treasurer, have served us well. In the main, they 
are taken for granted or criticized if things don’t go to suic the members. They 
are seldom praised. 

Now, we propose to praise them and thank them for representing us for a year 
and more. Each has spent a great deal of office tin.e on our behalf; each has a 
big “hand” coming from the entire membership. 

Four councilmen will also end their terms now: Harry D. Danforth, John W. 
Hardy, Fred N. Bazola, and Neil A. Kingston. These men have served for three 
years as our representatives and also deserve our thanks. 

So, we wish them all well and want them to know that we are grateful, as 


members, for the way in which they have served our Society while they were 
officers. —W .P.S. 
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Needy Dentists 


At Christmas, traditionally a time of giving, we ought to think of all those less 
fortunate than we are—and they are legion. Dentists will be found among these 
less fortunate and they should top our list when it comes to giving. 

Each year the American Dental Association sends relief seals to all its members. 
The members donate for these seals to give assistance to needy dentists all over 
the country. In Illinois we have our share of such dentists. Therefore, won’t you 
in the spirit of charity that fills us at Christmas, send a check to the American 
Dental Association Relief Fund, 222 E. Superior Street, Chicago. If those who 
are able send five dollars, it would be pretty wonderful—W-.P.S. 


New and Retiring State 
Board Members 


The announcement by Governor Kerner through Mr. White, director of the 
Department of Registration and Education, of the appointment of two new 
members of the Board of Dental Examiners should make us, as dentists, reflect 
for a moment. 

Such an appointment is quite an honor. However, it is also a responsibility. 
Membership on the Board is time consuming and the duties rigorous. The 
Board has the double responsibility of sitting in judgment on certain illegal 
practice problems and also of forming and administering the examinations 
which license all dentists in our state. 

When men like Dr. William Vopata of Chicago and Dr. Eugene Ausbrook of 
East St. Louis, accept an appointment to the Board they are doing Illinois den- 
tistry a very fine service. 

Dr. Roy Baldridge of Centralia, who is leaving the Board, has been a member 
for years. Wayne Graham has served at two separate terms for a total of five 
years. Both of these men have given many hours of their time on hearings and 
on administering state Board examinations. Both will be missed because of their 
humane and just treatment of their responsibilities during the past years—W. P. S. 


Will all component secretaries and editors who have had 
a recent change of address notify the JOURNAL office.’ 
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Much can and should be explained 
regarding dental laboratory fees to den- 
tists. Laboratory fees to you, Doctor, not 
only cover the service rendered, but in- 
clude the money spent in the field of 
dental technology so that you and your 
patients may enjoy the finest in tech- 
nique and craftsmanship. Then, con- 
sider the many years of experience nec- 
essary to perfect the design and process- 
ing of every case. 

If one hundred men were to divulge 
the knowledge they gleaned over a ten- 
year period, through experience, we 
could profit by their combined wisdom 
and experience of one thousand years. 
Yes, Doctor, laboratory fees include the 
priceless ingredient beneficial to you 
and your patients—experience. 

Laboratory fees also include the cost 
of trips to dental clinics and laboratory 
meetings so that we may keep abreast 
of the progress being made in better 
techniques and acquaint ourselves with 
the newest and finest materials to go 
into our production of the materials 
we sell you. 

Laboratory fees also provide decent 
living wages for all technicians, delivery- 
men, and office help. They, in turn, are 
financially able to provide good dentis- 
try for themselves and their families, 
and to purchase the merchandise your 
patients sell or help to manufacture. 
You benefit by having clieuts such as 
these. 

Try to imagine what would happen if 
laboratories chose to: 

1. Cease keeping ahead in the field of 

technique and materials. 

2.Stop experimenting and _ testing 

new materials. 


3. Worked twelve hours a day, and 
4. Employed cheap, antrained labor. 
5. Ceased to extend thirty days credit. 


Illinois Dental Laboratory Page 





by Lou Wall 


6. Used inferior materials to process 

your cases. 

7. Stopped supporting your journals 

and conventions. 

8. Stopped sending you important 

and informative literature. 

If laboratories ceased to do all these 
things—yes, they could reduce their 
fees, but be assured, Doctor, they would 
not have you as a valued client very 
long. 

Most dentists use a multiple of their 
laboratory costs to arrive at a fair fee 
to their patients. If you use an inferior 
case in order to reduce the cost, you do 
yourself and your patient a great injus- 
tice by not having the finest workman- 
ship and materials to go into the case. 
Relatively “poor” patients, and even 
middle-class workers cannot afford in- 
ferior dentistry, because they could not 
afford to have the work re-done. They 
are stuck with whatever they bought. 

We feel that in some small measure 
in the past, laboratories have helped 
build one of the largest and most lucra- 
tive practices in your community. Your 
fine workmanship and fair treatment, 
together with the best laboratory work 
possible, have been responsible for the 
many patients who have been referred 
to your office for which you have a right 
to be justly proud. 

Many of these patients who keep com- 
ing back to your office pass many other 
dental offices often closer to home and 
more convenient to reach. If these pa- 
tients considered price alone, they 
might never reach your office, for we 
all know a few dentists in your area 
who are willing to do the work for less 
money with less satisfactory results. You 
may rest assured, Doctor, these men will 
always work for less, even if you gave 
your work gratis, but their clients’ pa- 
tronage will be short-lived. 
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At the November 9th meeting of the 
Illinois Dental Hygienists’ Association, 
Pat Harmes gave a most detailed dele- 
gate’s report. She took the members 
present from the formal letter of rec- 
ognition of the American Dental Hy- 
gienists’ Association through the sol- 
emnity of the sessions with strict adher- 
ence to parliamentary procedures. Miss 
Harms has the ability and the will to 
digest large amounts of material for 
effective capsule presentation. 

Our national executive secretary, Miss 
Margaret Swanson, supplemented the 
delegate’s report with facts and figures 
that she tosses without ever needing 
notes. There was gratifying news about 
a National Board but saddening statis- 
tics on the fact that only thirty-five per 
cent of the dental hygienists are carry- 
ing the load—financially and physically 
—for the betterment and improvement 
of standards and opportunities for den- 
tal hygienists. Most of the sixty-five who 
are not members of the American Den- 
tal Hygienists’ Association have no valid 
reasons—just poor excuses! 

Dr. Marjorie Houston who has a 
background of experience as a dental 
assistant, dental hygienist, dentist, and 
dental hygiene educator stated the mat- 
ter of responsibility very succinctly. As 
dental hygienists we have the responsi- 
bility to maintain the growth, high 
ideals and integrity of our profession. 
The fulfillment of this responsibility is 
obtained only through active member- 
ship in our state and national dental 
hygiene association. Your professional 
organization needs your financial sup- 
port so that the profession can grow at a 
rate equal to or greater than the growth 
of other allied professions. Our Associa- 
tion needs the stimulus of new faces, 
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by Viola V. Johnson, R.D.H. 


new ideas, and new voices that will be 
heard. 


Did You Know: 


There is strong evidence that much 
of the periodontal disease seen in adults 
is but a reflection of earlier gingival 
disturbances during youth? Numerous 
epidemiologic studies point out the 
high incidence of gingival diseases in 
juvenile patients. Recognition of early 
periodontal disease either in the child 
or in the adult is necessary. 

Many gingival problems of children 
are related to accumulations of debris 
around the cervical portion of the teeth. 
Materials such as food, materia alba, 
bacterial plaques, and calcified deposits 
produce inflammatory reactions of 
varying intensities. While severe reac- 
tions may take place at any age, some 
of the more acute gingival reactions 
occur after the eruption of the anterior 
permanent teeth. During this period 
oral hygiene may be difficult to accom- 
plish because of the distorted gingival 
anatomy. More attention must be given 
to proper oral hygiene. 

Recent studies show that decline of 
memory is more a question of inatten- 
tion than loss of memory due to ad- 
vancing age! As the late Dr. Edward J. 
Stieglitz explained, “The older individ- 
ual forgets names and addresses because 
he no longer has the same interest in 
them. He remembers what he chooses. 
Symptoms commonly misinterpreted as 
lagging brain power are not mental but 
emotional. The individual who feels 
that society has no place for him could 
easily lapse into senility as flight from 
an untenable reality. The human mind, 
like a living organism, requires an en- 
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o 
A.D.A. Secretary 





Dr. Harold Hillenbrand of Chicago has been secretary of the American 
Dental Association since 1946. Dr. Hillenbrand has had a distinguished 
career as an administrator, educator, and editor. He was formerly editor 
of The Journal of the American Dental Association and associate profes- 
sor of ethics and social relations at the Chicago College of Dental Surgery, 
Loyola University. 

He has also taken an active role in the movement to advance standards 
of dentistry and to focus emphasis on dental health throughout the world. 

He was the first dentist to serve as an advisor to the official United 
States delegation for the World Health Organization at the Seventh World 
Health Assembly in 1954, and is an honorary vice-president of the Fed- 
eration Dentaire Internationale, world-wide organization of national 
dental societies. 

Dr. Hillenbrand was graduated from the Loyola University Dental 
School in 1930 and engaged in the private practice of dentistry until 1945 
when he became editor of the Association’s publication. Previously, he 
was editor of the /llinois Dental Journal and the Fortnightly Review 
of the Chicago Dental Society. 

He holds the award of Chevalier de l’'Ordre de la Sante’ Publique, 
conferred by the Republic of France, the Order of Duarte, Sanchez y 
Mella, bestowed by the Dominican Republic, and honorary degrees from 
the University of Pennsylvania, Loyola University, and the National 
University of Ireland. He is also a fellow in dental surgery of the Royal 
College of Surgeons in England. 

Dr. Hillenbrand is a member of a large number of dental organizations 
in the United States and is an honorary member of ten dental associa- 
tions of countries abroad. 





In such an environment, the only lim- 
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nobody asked me, but - : ; 


As this year comes to a close, it is 
human to glance back for a brief resume 
of success and failure for the past 
twelve months. Although this editor 
has been critical at times of our inac- 
tivity, he is continually amazed that we 
do proceed forward with our profession- 
al and administrative responsibilities, 
in spite of the charlatans and vociferous 
minorities who seek personal grandize- 
ment at the expense of the public! 

The greatest of our professional suc- 
cesses has been the containment of the 
so called “‘denturist” or “‘illegalists” as 
is this editor’s preference of terminol- 
ogy. We have again turned back, legis- 
latively, those who would prey on the 
oral health of the public and we have 
made their illegal operations more dif- 
ficult through vigilant and virulent law 
enforcement! 

but 

In retrospect, one failure, and one 
which this editor also confesses his 
guilt, is our total lack of interest in 
civil defense activities. As the number 
two man on a medical team, the dental 
profession and each individual dentist 
has a tremendous moral obligation to 
prepare himself and those around him 
to the eventualities of atomic holocaust! 
Whether community bomb shelters or 
individual shelters are more effective 
is not the issue, but the defeatist atti- 
tude of—‘“what’s the use, we’ll all be 
done anyway”—is an issue! The dental 
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profession, consisting of some leaders 
in every community, does have a moral 
responsibility to educate themselves, 
their patients, and that segment of the 
public which they can reach, to the 
necessity of proper civil defense action 
if madness does descend. 
but 

Another glaring, but not so critical 
a failure, is our political ineptness, 
which by concerted, well-organized ef- 
fort could be turned to political suc- 
cess for public health benefit!!! 

but 

The continuing controversy over 
whether dentist licensure should be on — 
a national level or is the so called do 
main of “states rights” has prompted 
us to reprint this article from Dental 
Abstracts, February, 1961, in its en 
tirety and with a fervent prayer that 
“states rights” never ascend to this pin- 
nacle of catastrophe!!! 


Dentists, Dental Technicians, 
‘Tooth Practitioners’ and ‘Denturists’ 
in Switzerland 


y 
H. Helveter (Zahnarztl Praxis 11:136 
June 15, 1960) 


“Today, six different types of “pro 
fessional” men practice dentistry in the 
various cantons (states) in Switzerland. 
In addition, there are also many emt 
ployees of dental laboratories and num- 
erous dental charlatans who perform 
routinely or occasionally some or most 
of the dental procedures. 

Switzerland, a country with a popu 
lation of about 5,000,000, has four den- 
tal schools all associated with the medi- 
cal faculties of the universities Basel, 
Bern, Geneva, and Zurich. 

These schools award to graduate stt 





dents, after they have attended courses 
for from four to five years and have 
passed a final examination, the degree 
of Doctor of Medical Dentistry. A fed- 
eral board of dental examiners reviews 
each young dentist thoroughly and may 
or may not issue a federal license which 
entitles him to practice dentistry in all 
cantons of the Swiss republic. 

However, the canton Schaffhausen 
and half-canton Baselland, issue so- 
called cantonal licenses to every appli- 
cant who can prove he has passed high 
school, served as an apprentice to a 
licensed dentist (Zahnarzt) for two 
years and attended a dental school for 
one year. In both cantons, dental serv- 
ice to an urban population is rendered 
by men with a dental training which, 
in all countries of the civilized world, 
would be considered inadequate. In 
contrast, for a craftsman (electrician, 
instrument maker, watchmaker, and 
others) to be issued a cantonal license 
the requirements consist of studying at 
an occupational school for at least four 
years and passing two strict examina- 
tions, the first before members of the 
guild and the second before the can- 
tonal board of examiners. 

Based. on a cantonal dental law, 
passed in Zurich on April 3, 1960, den- 
tal technicians residing in Zurich on 
that date are entitled to practice pros- 
thetic dentistry, that is, to construct and 
insert dentures and dental restorations 
of any kind. However, this law does 
not stipulate whether these licensed 
dental technicians are permitted to ex- 
tract teeth or to perform other than 
prosthetic procedures. It stipulates only 
that licensed dental technicians are pro- 
hibited from performing anesthetic 
procedures and surgical procedures in 
their practice. 

In canton Lucerne, many dental 
technicians, called “tooth practitioners” 
(Zahnpraktoren), have received can- 
tonal licenses to practice dentistry with- 
out any restriction. 


In the cantons Glarus, Neuenburg, 
and St. Gallen, several dental techni- 
cians have been licensed to practice 
prosthetic dentistry. They are called 
Zahnprothetiker, a term similar to “den- 
turist.” 

In the half-canton Appenzell, any per- 
son can practice dentistry without a 
license and can call himself “dentist” 
(Zahnarzt). In the other cantons this 
title is restricted by law to dental prac- 
titioners who have obtained an aca- 
demic degree. 

In all Swiss cities, dental laboratories 
are flourishing because large quantities 
of orders are received daily from den- 
tists with federal licenses, from dentists 
with cantonal licenses, from licensed 
dental technicians, from “tooth prac- 
titioners,” from “denturists,” and from 
dental charlatans. However, some of the 
employees of the dental laboratories 
practice dentistry “on the sly.” They 
are called “black market workers” 
(Schwarzarbeiter). 

The dental profession in Switzerland 
is immensely handicapped by those 
conditions. All attempts made by the 
Swiss Dental Association to change the 
situation have been in vain. The can- 
tonal governments seek to preserve their 
constitutional “state rights,” permitting 
them to issue a license to anyone they 
wish. Unfortunately, the federal public 
health authorities and the general pub- 
lic also fail to cooperate with the dental 
profession and its national association.” 

We hope we didn’t dampen the spir- 
its of the “states righters” too greatly 
for the excitement of the controversy 
is most stimulating. 

but 

Although we normally are not too 
complimentary toward lay publications 
and their dental health articles, we de- 
sire to throw a very large bouquet to 
Changing Times, a Kiplinger magazine 
for their August and November, 1961, 
issues which had excellent articles on 
fluoridation. The articles were ‘“What’s 
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Holding Up Fluoridation?” and “P.S. 
on Fluoridation.”—-These _ particular 
gems should not only be read, but 
memorized by every dentist!!!—Thank 
you, Changing Times. 

but 


Allow us in all humility to pose a 
very perplexing question—What hap- 
pened to the Illinois delegation at Phil- 
adelphia which permitted the House of 
Delegates to approve the resolution re- 
garding extension of duties of auxiliary 
personnel? 

This editor agrees to the principles 
that more efficient use of auxiliary per- 
sonnel should be made, but extension 
of duties can only mean the road to two 
level dentistry. 

Incidentally, does extension of duties 
also imply extension of responsibilities 
—Soon, nothing left but license and 
cash register! 

but 
We hope the “anti-Cresters” are now 











convinced that the Council on Dental 
Therapeutics is a recognized Council of 


the American Dental Association!!!! 
Incidentally, were there any “anti’s” 
among the Ililnois delegation? 


but 
Congrats to the following Illinois men 
who were designated as chairmen of 
their respective Councils: Robert Krein- 
er, dental research; Frank Orland, den- 
tal therapeutics; and J. Malcolm Elson, 
scientific session! 
but 
Don’t forget the annual meeting of 
the Illinois State Dental Society on May 
7, 8, and 9, 1962, at Springfield!—Mark 
those days off on your new appointment 
book! 
but 
Parting Shot for the Month: Merry 
Christmas and a Happy and Dedicated 
New Year to all of you! 


—Ascher L. Jacobs 


Let’s Take a Minute 


by 


robert |. kreiner 


Who attends the annual meeting of 
the Illinois State Dental Society? The 
answer—if you will allow me to be 
brutally frank—is that too darn many 
of our members fail to show up. But 
let’s take a minute to look into this 
problem. 

Can it be that the programs have 
failed to be interesting? Quite the oppo- 
site is true. Actually the scientific pro- 
grams have been well-balanced with 
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good basic “bread and butter” dentistry 
for the benefit of all the members. 

Have there been table clinics and 
panel presentations which always de- 
mand great interest? Again the answer 
is emphatically, yes! 

Are there scientific exhibits, com- 
mercial exhibits, and social functions 
to cater to the interest of the members? 
Of course there are! 

How does the Illinois meeting com- 
pare, attendance-wise, with the meet- 
ings of our neighboring states of lowa, 
Missouri, Wisconsin, or Indiana? Well 
let me tell you that we have a sad re- 
cord in comparison with these other 
state meetings. 

Dentists, just as any other section of 
our nation’s population, follow  cus- 
toms and fashions that are popular at 
the moment. And it seems that in Illi- 
nois, at the present time, there is not 
much glamor in attending the state 
meeting. Is it possible that the Chicago 
Mid-Winter, and the American Dental 
Association’s meetings drain off all the 


scientific interest of our members? I 
don’t think that this should be true. 

Our state meeting is held during the 
early part of May when spring is calling 
all of us to the outdoors after a long 
winter of enclosure in our offices. This 
is an ideal time to plan on a short 
respite from the daily grind as well as 
to gain some practical skill in the newer 
technics and procedures in dentistry. 
We should remember that yesterday's 
knowledge can be today’s ignorance if 
we fail to keep up with the fast chang- 
ing pace of scientific achievements. 

Then what can be done to stimulate 
attendance? One way would be for every 
member who was present at last May’s 
meeting to take it upon himself to talk 
up next year’s meeting and to see to it 
that he brings a colleague to help swell 
the attendance. Wouldn’t that double 
the interest in one fell swoop? 

So let’s try to make it both glamorous 
and fashionable to attend the Illinois 
State Dental Meeting in Springfield on 
May 7, 8, and 9th, 1962! 

ADIOS. 


‘Why Me, 8% 


Combine a short vacation in May with a fine scientific meet- 
ing. Plan now to attend the annual meeting of the Mlinois 
State Dental Society in Springfield on May 7th, 8th and 
9th, 1962. Bob Kreiner, program chairman, promises a fine 
weet Mees 
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Joint Commission 
on legislation and law enforcement 
Answers... 


Injunctions Issued Against Three Dental 
Laboratories And One Dental Assistant 


Benjamin Salomon of 1322 North Hoyne Avenue, Chicago, Roger M. 
Berkley of 6640 South Marquette Road, Chicago, Millard Haynes, doing 
business as Parkway Dental Laboratory, of 1550 East 53rd Street, Chicago, 
and a dental assistant in Springfield, Illinois, were recently enjoined by 
Illinois courts from practicing dentistry without a license. All cases were 
brought to court’ by the Illinois State Dental Society after extensive inves- 
tigation efforts had been made under the supervision and direction of 
Edgar T. Stephens, program director. 

Benjamin Salomon was found to be operating a dental office at 1322 
North Hoyne Avenue, Chicago, holding himself out to the public as be- 
ing qualified to practice general dentistry. He had displayed in his office 
a phony license bearing the same number as that of a reputable dentist 
now practicing in Decatur, Illinois. Mr. Salomon claims to have a degree 
from a dental school in Lima, Peru. When confronted with the evidence 
of law violations, he agreed to have an injunction entered against him. 
This was done by Judge Walker Butler of the Cook County Superior 
Court on September 6, 1961. 

Roger M. Berkley, an unlicensed person, was found to be holding him- 
self out to the public as a licensed dentist at 6860 Stony Island Avenue, 
Chicago. He was engaged in the general practice of dentistry. 

Although Berkley qualified for taking the dental examination in IlIli- 
nois, he failed to pass the tests on at least two occasions, the second one 
being in June, 1960. At the very time he was trying to obtain licensure 
he was doing extractions, taking impressions, filling teeth, and adminis- 
tering drugs to members of the public. He was also circulating profes- 
sional cards which represented himself to be a specialist in “Gas Extrac- 
tions.” 

Suit was filed against Berkley in the Superior Court of Cook County 
on May 25, 1961, and on September 29, 1961, Berkley agreed to the entry 
of a decree of injunction against himself. The decree was signed by Judge 
Samuel B. Epstein. The latest word on Berkley is that he has left the 
state of Illinois. 

Millard Haynes, doing business as Parkway Dental Laboratory, 1550 
East 53rd Street, Chicago, a laboratory worker, was the subject of a suit 
for injunction filed by the Illinois State Dental Society on the 26th day of 
February, 1960. Extensive hearings before Master in Chancery John J. 
Kelly disclosed that Haynes was dealing directly with the public in the 
making and selling of dental appliances, and on the 30th day of October, 
1961, a decree of injunction was entered against Haynes by Judge Samuel 
B. Epstein, of the Superior Court of Cook County, whereby Haynes is en- 
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joined from practicing dentistry in any manner or form without a license 
in the state of Illinois. Judge Epstein also entered judgment against 
Haynes for $1572.45. In the prosecution of this case we had the coopera- 
tion of some of the members of the Lincoln Dental Society and their help 
is very much appreciated. 

The dental assistant was employed in the office of a licensed dentist in 
Springfield, Illinois. She was found to be taking impressions of the teeth 
and jaws of patients and otherwise performing clinical operations which 
only a licensed dentist may perform under Illinois law. 

When confronted with the evidence obtained by the Illinois State 
Dental Society investigation, this assistant and also her dentist employer, 
admitted that she had been performing the dental operations referred 
to above. On November 1, 1961, suit was filed in the Circuit Court of 
Sangamon County for a permanent injunction and on November 15, 
1961, a consent decree of injunction was entered against the defendant. 
Should this assistant be found guilty of violating the court’s decree at 
any time in the future, she may be held in contempt of court and would 
be subject to jail sentence, fine, or both. 

This should be “a warning to other licensed dentists in Illinois that 

. they should be extremely careful to delegate to their dental assistants 
only such duties as are lawful. If anyone has any doubt on this subject, 
he should resolve this doubt by writing to the Dental Society for an 
answer to whatever question he might have. 


Petition For Restoration of License Denied 


In an order entered on October 3, 1961, William Sylvester White, 
director of the Department of Registration and Education, denied the 
petition of Carl O. Wedeberg, 1118 South Fifth Street, Springfield, Illinois, 
for restoration of his license to practice dentistry in the state of Illinois. 

Dr. Wedeberg was originally licensed in Illinois under date of October 
1, 1920, and practiced dentistry for most of his professional career in 
Springfield, linois. He was associated with the National Dental Labora- 
tory, and after several hearings before the State Board of Dental Exami- 
ners concerning his professional activities, the then director of the 
department, Vera Binks, approved, on November 29, 1960, a recom- 
mendation by the State Board of Dental Examiners that Dr. Wedeberg’s 
license should be revoked. This revocation was entered in the records 
of the Department on December 7, 1960. Dr. Wedeberg’s motion for a 
rehearing was denied by the director on January 6, 1961. The order of 
revocation was issued on January 9, 1961. 

Dr. Wedeberg surrendered his license on June 14, 1961, and under 
date of June 19, 1961, a hearing was had before the State Board of 
Dental Examiners on a petition by Dr. Wedeberg for restoration of his 
license. The Board recommended that the petition be denied and this 
was approved by the director on September 22, 1961, and the order of 
denial was subsequently signed by Director White on October 3rd. 

As this issue of the JOURNAL goes to press, we are informed that a 
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second petition for restoration will be filed with the department by Dr. 
Wedeberg. We are informed that no additional evidence has been pre- 
sented to the Department in support of this latest petition and there is 
no reason to believe that the decision of the director will be any different 
than it was in the first instance—Joseph Zielinski 


Illinois Dental Assistants Page 


by Mary Shepley, President 


The American Dental Assistants’ Association held 
their thirty-seventh annual session at the Benjamin 
Franklin Hotel in Philadelphia. It was an outstanding 
success in every way. We got off to a good start with 
the Pennsylvania Dutch Fair on Sunday evening. There 
was lots of merriment and it was quite evident all had 
a good time. 

The general session was called to order by our Presi- 
dent-elect, Corinne Dubuc, on Monday, October 17th, 
in the Crystal Ballroom. Invocation by the Rt. Rev. 
Monsignor Thomas J. Riley who opened our session. 

The welcoming address was given by Dr. Ruben E. 
V. Miller, president of the Pennsylvania Dental Asso- 
ciation and Miss Helen Yingling, president of the 
Pennsylvania dental assistants’ association. 

A speech entitled “A Dream, A Reality, A Challenge” was presented by Virginia 
Carpenter, our third vice-president. “The Matter of Success” was given by Miss 
Barbara Bloomquist, first district trustee. “The Future Is Today” was given by 
Miss Ruth Asp, first vice-president. Miss Lois Kryger, president, presidented “Den- 
tal Assisting in the World of Dentistry.” These papers were very inspiring, intelli- 
gent, and were appreciated by all who heard them. 

On Tuesday, October 17th, the American Dental Assistants’ societies from vari- 
ous states presented forty-eight table clinics with Eleanor Wylde from Illinois 
participating. Wednesday found twenty-eight dental assistants presenting table 
clinics with the American Dental Association at Convention Hall. Janet Linden- 
berg, Ruth Shipley, Sandy Kingbeil, and Mary Shepley from Illinois were in at- 
tendance at these clinics. Sandy was first-place winner with the best clinic at our 
state meeting in Peoria last May. 

A panel discussion on “Effective Coordination of the Dental Health Team” was 
held. Members of leading dental and dental auxiliary organizations who were 
active as panelists were: Dr. Walter E. Dundon of Chicago, a member of the 
American Dental Association Council on Dental Education; Mrs. Louise Hunt- 
singer of Jacksonville, Florida, a member of the American Dental Assistants Asso- 
ciation; Mrs. Janet Burnham of: Halifax, Nova Scotia, second vice-president of the 
American Dental Hygienists’ Association and director of the dental hygiene pro- 
gram of Dalhouseie University, Nova Scotia; and Paul A. Slone of Washington, 
executive secretary of the National Association of Dental Laboratories. Commen- 
tators were Dr. Forrest, dean of the Pennsylvania College of Dentistry; and Dr. 
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Shalier Peterson, dean of the University of Tennessee College of Dentistry. 

Maureen Wheeler, Bloomington, has been elected our Sixth District Trustee 
which includes Illinois, Indiana, Wisconsin, and Michigan. Ruth Maino, our past 
trustee was presented with a $100 United States Savings Bond in behalf of the 
Sixth District. Illinois was represented at the annual session with its full quota of 
fifteen delegates, three alternates, and one member. Those who served so well are 
Bertha Lewis, Betty Sovey, Maureen Wheeler, Gladys Morehead, Nita Little, Janet 
Lindenberg, Ruth Shipley, Gladys Triphahn, Margaret Crosby, Mary Alice Ford, 
Helen McCarthy, Carol Vavrin, Roseanne Kirn, Eleanor Wylde, Mable Farrell, 
Velma Carmin, Sandra Klingbeil, Rae Fergusion, and Mary Shepley. 

Our present membership is 10,535 with forty-five constituent societies and 364 
component societies. Our president has requested that we double our membership 
for 1962. In order to obtain this we must work together and unite in prayer for 
an ever-increasing membership. We must endeavor to make our new members 
feel welcome and help them grasp the whole spirit of our association and to explain 
what full membership means. 

Awards were presented tothe Eight District for clinic; to the First New Mexico, 
Second Washington, and Third Oklahoma and Fourth Maine for membership; 
Florida received the most cooperative award; South California and North Caro- 
lina received the best program award; and Jean Keisel’s essay “Reverse Swallowing” 
won the best essay award. Texas, Arizona, and Rhode Island received the best 
news bulletin award. Rose Donohue was the recepient of the Loyalty Award for 
her service to her doctor and clinic during the past thirty-four years. Merle An- 
drew won the outstanding award. 

The second capping ceremony for the Fox River Valley Dental Society was held 
on Wednesday, November 13th, at the Y.M.C.A. in Elgin. Those capped are Ruth 
Bolin, Betty Bennett, Margaret Gering, Vera Hartall, Myra Hildebrand, Karen 
Lohbauer, Linda Mead, Carol Petraseh, Pat Richardson, Carol Sochen, Judy 
Schmidt, Gloria Thurnau, and Mary Lou Wurtz. 

The first certification and capping ceremony for Southern Illinois Dental As- 
sistants’ Association was held on September 17th in the Conference Room of 
Doctors’ Hospital in Carbondale. Those capped are Peggy Baker, Louise Jones, 
and Carol Miller. Congratulations to Dr. Glenn W. Ozburn of Murphysboro for 
having his two dental assistants certified. They are Linda Lizze and Frances Smith. 

Words could never adequately convey my deep gratitude for the support, en- 
couragement, and splendid cooperation of our local members and societies who 
are helping the Ways and Means Committee with their first project. 


All Life Members must forward the $2.00 subscription 
fee by January Ist if they wish to continue receiving the 
Illinois Dental Journal. Postal regulations prohibit mailing 
the Journal to members not holding paid subscriptions. 
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FIRST CLASS MAIL 


William P. Schoen, Editor 
Illinois Dental Journal 
Chicago, Illinois 


Dear Editor: 


Going to the American Dental Association meeting has always been a 
family vacation in our house as it has been with the Maddas. This year 
the girls decided that they could not stand the evening lessons in bridge 
so they stayed home. We picked up delegate Harry Chronquist and alter- 
nate Joseph Brophy to help defray the expenses. We rode in Carl’s new 
Buick which has plenty of room for our luggage plus the best dressed 
man’s bags of clothes. 

On the way to Philadelphia we spent a very interesting day at the 
Dentists Supply Company in York, Pennsylvania. President Henry Thorn- 
ton was our host. We saw the whole processing of artificial teeth from raw 
materials to the finished fine teeth. The care in the processing, the fine 
mechanics of mold production, teamwork in the filling of the molds, the 
making of the wire for the pins, the hand work, the care in firing, soldering 
of the pins, special care in inspection of the product, and the rejection of 
the imperfect teeth made us admire the family relationship this company 
has with its employees. They all seem to have a pride in being a member 
of the team. It is this company who has pioneered in dental health in- 
surance too for its employees. 

We were also pleased to see Mr. Thornton receive an honorary mem- 
bership in the American Dental Association at Philadelphia for his active 
interest in dental education. 

Sunday was a busy day for many of our Illinois men were admitted 
into the American College of Dentists at an impressive ceremony at the 
Bellevue-Stratford Hotel. President Phil Kartheiser, Secretary Paul Clop- 
per, Treasurer Carl Madda, Harry Kazen, Don Wise, Warren Cedar, 
Edward Sullivan, Arthur Krol, Wayne Graham, and W. B. Eames were 
among the over two hundred dentists who were admitted. 

On Monday morning it was still dark at 6:15 a.m. when Harry Chron- 
quist called our suite-mates to rise and shine in order to be ready for the 
Illinois caucus breakfast at 7:30. There were forty-five delegates and 
alternates plus the Illinois Trustee Robert Wells present and ready to 
work. 

Bob reviewed the material to come before the House. The Delegates 
were assigned to sit as observers at all of the Reference Committees and 
by questions they soon found what their duties were to be. Two of the 
three candidates for Speaker of the House were introduced to the dele- 
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gation this morning. The meeting adjourned at 9:45 a.m. in order to 
allow many of our members to attend the opening session of the American 
Dental Association in the Ballroom. 

Mayor Dilworth gave a warm welcome to a revitalized city. Lt. Gover- 
nor Davis of Pennsylvania mentioned that five of the seven dentists now in 
the Pennsylvania legislature were present at the session. The United 
States Army Chorus gave a half-hour concert that was excellent. Congress- 
man Walter Judd gave an inspiring message on the need for individual 
initiative in “Dentists in a Changing World.” Dr. Judd was made an 
honorary member at the House meeting in the afternoon. 

The House of Delegates opened in the afternoon with some announce- 
ments which seemed significant. 

The Miami meeting next year will help to bring our friendship to a 
new high for our dental colleagues in Central and South America. 

Dr. H. B. Washburn of Minnesota was commended for his years of 
service as treasurer of the American Dental Association. 

Dr. Paul Jeserich of Michigan was elected treasurer for a three year 
term. 

Past President Arthur Merrick in his will gave the American Dental 
Association library a bequest of $5,000, which he stated was a partial 
payment “of a debt he owed society for the privilege of being a dentist.” 

In the first report of the Board of Trustees a notice was given that a 
proposed change in the By-Laws would be prepared for the 1962 meeting 
whereby the president-elect and vice-president would be given a vote 
on the Board of Trustees and the second and third vice-presidents would 
be eliminated as officers. 

Former president Charles Patton congratulated Harold Hillenbrand 
on his fifteenth anniversary as Secretary of the American Dental Asso- 
ciation. He mentioned the most significant of the Board reports was the 
proposed studént loan fund of $150,000, which would be administered by 
the Fund for Dental Education. This fund was approved at the Thursday 
meeting of the House. 

Tuesday is always an important day, for all of the Reference Committees 
meet to hear opinions on the subject material of the resolutions presented 
to the House. After hearing all arguments for or against the resolutions, 
the Reference Committees wrote their reports. Walter Kelly was a member 
of the Hospital Service Committee and Carl Madda was a member of the 
Dental Research and Therapeutics Committee. 

There were ten Reference hearings who met all day. The two that 
received the most attention were grants in aid to dental education, grants 
in aid to Public Health Agencies, and changes in policy of the Council 
on Therapeutics relative to Classification B. 

Wednesday morning the Illinois caucus meeting was fully attended 
starting with the 8 a.m. breakfast. Each of the observers reported their 
views of the Reference Committees hearings and a full discussion showed 
that the delegates were well informed. 

The House of Delegates opened at 1 p.m. on Wednesday with plenty 
of problems ahead. 

They voted that after January 1, 1965, all American Dental Association 
members who have not previously announced limitation of practice and 
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who wish to announce themselves as limiting their practices to one of the 
approved specialties will be required to complete two or more years of 
advanced education as specified by the certifying boards or possess a state 
license permitting announcement in an American Dental Association 
approved field. 

The House also voted an amended form of statement of policy regarding 
the “Experimentation in Training and Utilization of Dental Hygienists 
and Dental Assistants.” It urged caution in the interpretation of the 
results of the research programs in the field of extending services of these 
people and cautioned everyone not to encourage anyone to practice den- 
tistry illegally. 

On Thursday the House upheld the Council on Dental Therapeutics’ 
program of classification of dentifrices and other dental products. It also 
reaffirmed its policies on Federal Aid to Education and Public Health 
Agencies. It approved a statement on closed panel practice. 

A revised Constitution and By-Laws for the Women’s Auxiliary to the 
American Dental Association was also passed which now provides that 
women who reside in a state which has a local affiliate to the WAADA 
must join the affiliate while a woman in a state without an affiliate may 
join the national organization directly. 

The resolution on a fourteenth trusteé district for the Federal Services 
was postponed for a year. One item passed by the House encouraged every 
constituent society to establish some form of emergency referral service 
to aid the public in time of need. 

The officers elected for 1962 look like a grand team: President, John R. 
Abel; President-Elect, Gerald D. Timmons; First Vice President, Jay 
Eshelman; Second Vice President, Sau Yee Chang; Third Vice President, 
Howard B. Higgins; and Speaker of the House, Floyd D. Ostrander. 

These meetings are always stimulating whether you attend the policy 
making meeting or the scientific sessions. You cannot help but return 
home with a feeling of pride in a great profession. 


Sincerely yours, 


Bob Pollock 








Law Enforcement Information 


The Illinois State Dental Society maintains its law enforcement office at 
380 N. Michigan Avenue, Chicago 2, Illineis. Edgar T. Stephens is the 
Program Director, and Mrs. Frances Kapus is his office assistant. Information 
relative to law enforcement or legislative activities can be given or received 
by phoning RAndolph 6-1470, or by addressing a letter to the COMMISSION 
ON LEGISLATION AND LAW ENFORCEMENT, 30 N. Michigan 
Avenue, Chicago 2, Illinois. 
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Niigata laohe 


General Information 


The annual homecoming events at 
Illinois were highlighted by loyalty 
awards given to Dr. John M. Spence, 
professor and head of operative den- 
tistry and director of audiovisual edu- 
cation; and Dr. Fred N. Bazola, profes- 
sor and acting head of the department 
of fixed partial prosthodontics. 

Miss Adelaide Talbot, who has served 
devotedly in the department of pros- 
thodontics for many years, was made an 
honorary alumna. She will be retired 
after this academic year. To honor Miss 
Talbot, a dinner party was held at 
Nielsen’s Restaurant, 7330 W. North 
Avenue, Elmwood Park, on December 
13th. 


Dental Administration 


Dean Isaac Schour presented a paper 
entitled, “In-service Training Program 
in Dental Education” at the 1961 Con- 
ference of Dental Deans, Phoenix, Ari- 
zona, November 9-11. This conference 
was sponsored by the American Asso- 
ciation of Dental Schools. 






Radiology 


Mrs. Alberta Christiano, program 
chairman for the Chicago Dental Assist- 
ants’ Association, and her committee 
extend a most cordial invitation to all 
dental personnel to attend their mid- 
winter meeting. This meeting is held 
in conjunction with the Chicago Dental 
Society meeting February 18-21 at the 
Conrad Hilton Hotel. Three and one- 


SCHOOL NEWS 


Thomas Emmering, D.D.S. 


half days of educational lectures and 
clinics have been planned. 


Patient Admissions 


Dr. Irving Sector of the University of 
Illinois College of Dentistry spoke at 
the Alumni Association homecoming 
on November 8th. His subject was 
“Hypnosis and Applied Psychology in 
Dentistry.” He also spoke at the Chicago 
Society of Clinical Hypnosis on Novem- 
ber 10th at Roosevelt University. His 
subject was “Applied Hypnotherapy.” 
He lectured on the “Psychology of Oral 
Habit Patterns and Hypoanesthesia” at 
The American Society of Clinical Hyp- 
nosis annual meeting in St. Louis on 
October 25th. He was installed as Sec- 
retary of the American Society of Clin- 
ical Hypnosis. Dr. Sector conducted a 
seminar on hypnosis at Colgate Univer- 
sity on December 2nd sponsored by the 
Midstate New York Society of Clinical 
Hypnosis. He presented the final session 
of the ten week teaching program of 
the Louisville study club of psychoso- 
matics at the Jewish Hospital in Louis- 
ville on December 13th. 





Department of Pedodontics 


Dr. Maury Massler, gave a postgrad- 
uate course in pedodontics in Monte- 
video, Uruguay on November 8-11. He 
met with the Internation Dental Cong- 
ress on November 12-17. He also par- 
ticipated in a panel consisting of two 
members and spoke on “Oral Habits 
and Pulp Therapy.” 
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1960-1961 Year Book of Dentistry 


Edited by Stanley D. Tylman, D.D.S., 
M.S., professor and head of prosthetics, 
University of Illinois College of Den- 
tistry. 

And Keys, Knutson, Noyes, Robinson, 
Waldron. 

Chicago: The Year Book Medical 
Publishers, Inc., 1961. 480 pages; 282 
illustrations. $6.50 


Reviewed by Dr. Phillip J. Kartheiser 


Members of the dental profession are 
fortunate to have access to the splendid 
Year Book of Dentistry. This book is 
written and issued each year for the 
benefit of the dentist. It is a yearly 
composite of articles abstracted from 
professional publications and the 1960- 
61 volume is filled with the usual valu- 
able information. 

The dentist who avails himself of this 
book will find a wealth of knowledge 
between its covers. The variety of de- 
tail, verified by outstanding men in the 
field, will be a source of satisfaction to 
the reader. It is difficult to realize that 
so many and varied subjects can be 
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covered in an average-sized edition. 
These articles are geared to the interest 
of both the general practitioner and the 
specialist and cover such topics as endo- 
dontics, periodontics, public health, 
orthodontics, operative dentistry, sur- 
gery and related pathology, restorative, 
and prosthetic dentistry. 

The 1960-61 Year Book of Dentistry, 
is the source of much current, accurate, 
and informative material which is ana- 
lyzed and presented in an interesting 
and concise manner. The illustrations 
accompanying the articles are clear and 
well portrayed and furnish added in- 
terest to the subject which they repre 
sent. 


Dental Auxiliary Personnel 


Edited by Robert K. Stinaff, D.D.S. 


St. Louis: The C. V. Mosby Company, ~ 


1959. 157 pages. $3.85. 





Reviewed by Dr. John M. Coady 


This paperbound volume is the result 
of proceedings at a two-day workshop 
conducted by the American Academy 
of Dental Practice Administration. The 
purpose of this workshop was to study 
the possibility of providing more dental 
care for more people through auxiliary 
personnel. 

The membership was divided into 
four study groups. Hence, the body of 
this book is the result of each group 
study. 

Group One dealt with obtaining den- 
tal auxiliary personnel. ‘Two competent 
papers on recruitment and selection of 
dental auxiliary personnel are included 
in this report. Group One then outlined 
a plan which included “sources for se- 
curing personnel,” “interviewing,” “test- 
ing” and “final selection.” 

Probably the best part of any group 
study is the questions and answers. Such 
is the case in this report. A roster for 
the study group is included. 

The format set by Group One re- 
mains the same throughout the confer- 
ence report. Group Two reports on 
training dental auxiliary personnel 
while Groups Three and Four deal with 
retaining and maintaining dental aux- 
iliary personnel respectively. 

The epilogue contains three excellent 
papers. Dr. Walter Pelton does a fine 
job with his paper, “Dentists and Den- 
tal Assistants In The Future.” 

The proceedings as published by the 
American Academy of Dental Practice 
Administration are certainly of value 
to the dentist. The book is a must for 
the professional man’s library. Although 
recently much work has been done 
along these lines, I feel this work is out- 
standing. Dental assistant groups could 
well follow this outline as a basic train- 
ing aid for auxiliary personnel. 


A Comprehensive Review of Dentistry 


By Vincent R. Trappozzano, D.D.S., 
F.A.D.P., formerly professor of pros- 
thetic dentistry, head of the prosthetic 
department and director of the post- 
graduate division of Thomas W. Evans 
Museum and Dental Institute, Univer- 
sity of Pennsylvania School of Dentistry, 
and professor of prosthetic dentistry, 
graduate school of medicine, University 
of Pennsylvania. 

Philadelphia: W. B. Saunders Com- 
pany, 1961. Third edition; 552 pages; 
$10.50 


Reviewed by Dr. Benjamin F. Gurney 


The most marked improvement, no- 
ticeable immediately, in the new third 
edition of this old standby is the new 
format consisting of a double column 
page augmented by the improved orien- 
tation of the bold faced type stating 
the questions. The new format and ar- 
rangement makes it much easier and 
quicker to find information on a given 
topic or specific questions and answers. 

There are twenty-one chapters all of 
which have been revised extensively in 
the light of recent developments. Nine 
of the chapters have been completely 
rewritten. A number of new contribu- 
tors have succeeded well in bringing a 
fresh approach to the presentation of 
new and old material. 

The overall coverage of material ap- 
pears at first to be somewhat less than 
adequate; however, this appearance is 
decidedly deceiving since a large num- 
ber of the answers are of the “discus- 
sion” type and cover a vast amount of 
material in a brief space. Questions are 
carefully worded for clarity and absence 
of ambiguity. Answers are generally 
straightforward, clear, and concise. Clar- 
ity of answers is undoubtedly enhanced 
by the absence of highly controversia 
matter. ; 
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It is interesting to note that a sepa- 
rate chapter has been devoted to the 
subject of nutrition. Since information 
of this nature is usually scattered here 
and there throughout science text books, 
it is a welcome innovation to have all 
this information gathered together in a 
single comprehensible unit. 

It is safe to say that if a candidate 
for examination has mastered a rea- 
sonable portion of the material con- 
tained in this edition, he should be 
well qualified. 


In the Dentist's Office 


By G. Archanna Morrison and contrib- 
utors 

Philadelphia: J. B. Lippincott Com- 
pany, 1959. Second edition. 280 pages; 
illustrated. $4.50. 


Reviewed by Mrs. Dorothy Lester 


This book by G. Archanna Morrison 
is a text that should be kept in the 
dentist’s office. It should be read, 
studied, and used as a reference book 
by the dental assistant, the hygienist, 
the secretary, and also the dentist. 

The girl who has graduated from 
dental assistant or hygienist’s school has 
gathered knowledge and practical train- 
ing, but she also needs diplomacy and 
understanding. Here is a book that will 
guide and direct the student in her 
new duties. Trial and error method 
of learning can be avoided by the many 
suggestions given by the author. 

Especially good are the tested phrases 
for personnel. The correct “choice of 
words” will help the assistant to com- 
municate with the patient and win his 
confidence. 

The chapter, “What It Takes” is 
equally as important. This covers qual- 


800 


ifications such as appearance, enthusi- 
asm, initiative, loyalty, and tenderness 
—qualifications which can be easily 
overlooked. 

The beginner or experienced person- 
nel must be a public relations expert. 
Suggestions listed under “Tact and Con- 
tact” will be of real help in the per- 
formance of secretarial duties that in- 
volve the telephone, reception room, 
and new patient contacts. 

After some years of experience in the 
office, the dental assistant or hygienist 
can advance herself by being more valu- 
able to her employer. Using this book 
as a refresher course, reviewing subjects 
such as dental anatomy, sterilization, 
materials and mixes, dark room and 
processing will keep her informed on 
the latest techniques. 

To quote from the book: “There is 
always room at the top because so few 
are capable of accepting the responsi- 
bilities of being on top.” This gives the 
clue to this text. Make dental assisting 
a rich, rewarding, challenging career, 
instead of a routine job! 


A Manual of Practical Orthodontics 


By W. J. Tulley, B.D.S.; F.D.S.R.CS., 
D. Orth. R.C.S., reader in orthodontics, 
University of London, dental depart- 
ment for children, Guy’s Hospital, 
London; extra mural lecturer, Eastman 
Dental Hospital, Institute of Dental 
Surgery, London. 

And A. C. Campbell, B.DS.R.CS., 
M.R.CS., L.R.C.P., D. Orth. R.CS., 
consultant orthodontist, Hammersmith 
Hospital, Postgraduate Medical School 
of London; consultant dental surgeon, 
Paddington Green Children’s Hospital 
(St. Mary’s Hospital), late senior regis- 
trar, Dental Department for Children, 
Guy’s Hospital, London. 





Baltimore: The William &. Wilkins 
Company, 1960. First edition. 220 
pages; 237 illustrations. $8.75 


Reviewed by Dr. Gilbert Vincent Carter 


Tully and Campbell are two British 
orthodontists who have written a 213 
page book dealing with orthodontics 
using a simple and direct clinical ap- 
proach. The book is profusely illus- 
trated with good drawings and excellent 
photographs, all of which are pertinent 
and explanatory. 

The first section deals with growth 
and development and is really no dif- 
ferent than other orthodontic texts, but 
the chapters dealing with etiology, in- 
terceptive measures, the role of extrac- 
tions in orthodontic treatment and the 
general principles of appliance therapy 
are beautifully written from the clini- 
cians viewpoint and should be a tre- 
mendous help to those who concern 
themselves with orthodontic problems. 

In the chapters on treatment the ac- 
cent is almost entirely on removable ap- 
pliances as the authors believe that 
with very few exceptions a satisfactory 
result can be obtained in this way. 
Your reviewer disagrees with these par- 
ticular views because removable ap- 
pliances are undependable and a rather 
poor source of controlled tooth move- 
ment, nevertheless, there is a definite 
place in orthodontic correction for re- 
movable appliances, but the role is 
definitely minor. 

Examination and case assessment are 
the two keys to successful orthodontic 
treatment and the manner in which the 
authors suggest they should be gone 
about are both orderly and thorough 
and will undoubtedly give the reader 
a good insight into this problem. 

Cephalometrics, a diagnostic aid not 
yet fully exploited, seems to be ex- 
tremely underplayed in the book. If one 
were to draw a conclusion regarding the 


author’s reluctance to recognize cepalo- 
metric analysis, it would be that they 
were not fully versed in its usage or 
advantages. 

In the final analysis, the book is 
exactly what the title describes it to be 
—a manual. Like most texts this book 
has some shortcomings, but is ex- 
tremely well written and would be a 
useful addition to your library. 


Pharmacology and Oral Therapeutics 


By Edward C. Dobbs, BS., D.D5S., 
F.A.C.D., professor of pharmacology 
and therapeutics, Baltimore College of 
Dental Surgery, Dental School, Univer- 
sity of Maryland. 

St. Louis: The C. V. Mosby Company, 
1961. 578 pages. $10.00. 


Reviewed by Dr. Vincent J. Sawinski 


As in the previous editions of this 
text book on the combined subjects of 
pharmacology and oral therapeutics, the 
author has admirably kept abreast of 
the field. The drugs that are described 
and discussed from the standpoint of 
pharmacology are most certainly appro- 
priate. 

In contrast to previous editions, out- 
lay of the material has been substan- 
tially improved in relation to clarity 
and completeness of presentation. After 
an introduction to the study of drugs in 
which the author exposes the reader to 
the basic terminology of materia medi- 
ca and. pharmacology, prescription 
writing is explained and exemplified. 
Then, in succeeding chapters, discus- 
sion of drugs affecting different ana- 
tomical and physiological parts of the 
living human organism is considered. 

Later chapters are concerned with 
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different types of drugs from the view- 
point of their physiological actions, 
such as, general and regional anesthet- 
ics, hypnotics, sedatives, tranquilizers, 
analgesics, narcotics, and hormones. In 
the final chapter the author gives a 
most thorough exposition of dental and 
oral therapeutics. Physical therapeutics 
is the subject of discussion in the second 
to the last chapter. 

In the final analysis, it is the opinion 
of this reviewer that the author has 
succeeded in attaining the goal set forth 
in the preface to the twelfth edition; 
namely, “The purpose of this textbook 
is to approach the teaching of dentistry 
through the medium of pharmacology 
and therapeutics.” 

Long recognized and used as a basic 
text of pharmacology in past years this 
latest edition of the book which has been 
written in conjunction with the six- 
teenth revision of United States Phar- 
macopeia, the eleventh edition of The 
National Formulary, and the 1961 edi- 
tions of New and Nonofficial Drugs, 
and Accepted Dental Remedies. There- 
fore, it can easily serve as an excellent 
reference source of information for the 
latest drugs in the dental profession and 
the allied professions. 


Oral Surgery 


A Step-by-Step Atlas 
of Operative Techniques 


By W. Harry Archer, B.S., M.A., D.D.S., 
professor of oral surgery and anesthesia, 
University of Pittsburgh School of Den- 
tistry, and contributors. 

Philadelphia: W. B. Saunders Com- 
pany, 1961. Third edition, 947 pages; 
1406 illustrations. $16.00 


Reviewed by Dr. Nicholas C. Choukas 


This is the third edition of a book 
802 


which has gained considerable popular- 
ity in the dental profession. The book 
is handsomely bound and very expertly 
illustrated. Much new material has been 
added to this edition which includes the 
techniques for closed chest cardiac mas- 
sage, subcondylar sectioning for prog- 
nathism, and magnetc implants for den- 
tures. 

There are twenty-six chapters, con- 
sisting of 921 pages, of which almost half 
have been written by contributing auth- 
ors. Many sections of various chapters 
are also written by contributing authors. 

The chapters on the extraction of 
teeth, the use of elevators in oral sur- 
gery and impacted teeth are very ex- 
pertly presented and illustrated. These 
three chapters contain a wealth of in- 
formation for the student and practi- 
tioner alike. The principles and tech- 
niques that he advocates are based on a 
good fundamental knowledge of dental 
anatomy and the author’s considerable 
clinical experience. 

The chapters on “Radiation Ther- 
apy,” “Roentgen Anatomy of the Facial 
Bones,” “Oral Prosthesis,” “Antibiotic 
Therapy” and “Anatomic Explanation 
of Pain in and about the Oral Cavity” 
make for interesting reading but can 
be eliminated from a textbook of oral 
surgery. 

Interspersed within other chapters is 
material on the management of tetanus 
and cranial injuries which also cannot 
be considered topics in oral surgery. 

The chapters on the management of 
cysts, tumors, and fractures of the facial 
bones are quite comprehensive, instruc- 
tive and are in general based on good 
surgical judgment. However, he does 
seem to prefer the use of various exter- 
nal devices in treating fractures of the 
facial bones and goes into great length 
in explaining the involved mechanism. 
Very little space is devoted to the more 
often used methods of open and closed 
reductions of fractures of the facial 
bones. 





His section on the control of hemor- 
rhage leaves much to be desired. The 
advocated technique of applying digital 
pressure on the external carotid artery, 
to control hemorrhage of its branches, 
reveals a lack or disregard of a basic 
knowledge on the physiology of the ca- 
rotid sinus area. 

In his management of complications 
of the maxillary antrum much space is 
devoted to detailed and elaborate pro- 
cedures of recovering teeth or portions 
thereof from the antrum and the closure 
of oral antral openings. 

The simplest method of removing any 
object from the maxillary antrum is via 
a Caldwell Luc Operation in the canine 
fossa area of the maxilla. The closure 
of an oral antral opening is best ac- 
complished by a Denker operation in 
conjunction with a primary closure of 


the oral antral opening. The inference * 


that this type of surgery is not in the 
realm of the well trained oral surgeon 
is to be deplored. 

Many of the chapters contained in 
the book, particularly those on exodon- 
tia, can be required reading for the 
undergraduate and graduate student. 
However, it can be “streamlined” by 
eliminating all material which is only 
related to oral surgery and does not be- 
long in a book of oral surgery. 


In general, the book has merit and — 


can be recommended to the dental pro- 
fession. 


Radiation Protection and Dentistry 


By Arthur H. Wuehrmann, D.M.D. 
St. Louis: C. V. Mosby Company, 
1960. 238 pages; illustrated. $6.50. 


Reviewed by Dr. Robert A. Goepp 


The recent concern about radiation 
has focused public attention on all 
those who use radiation—including the 
dentist. The stated purpose of the auth- 
or in writing this book is to provide 
the general practitioner with a source 
of information for the better use of 
and protection from diagnostic x-rays. 
The competency of Dr. Wuehrmann in 
the field of oral roentgenology is already 
well established. His skill as an author 
is evident in the clear, concise manner 
of presentation especially in the use of 
meaningful analogies which spare the 
reader from long, tedious, technical ma- 
terial. This may account for the rela- 
tively small size of the book despite the 
great volume of practical information 
it contains. Illustrations, charts and 
graphs are used effectively to enhance 
the understanding of the reader. 

In order to better comprehend radia- 
tion protection, the essential informa- 
tion of radiologic physics and technics 
is included. Many modern texts dealing 
with oral roentgenology are devoted 
almost exclusively to diagnosis while 
Dr. Wuehrmann’s book provides an ex- 
cellent source of technical information. 
Modern standards of radiography are 
outlined and useful suggestions and 
examples are given for the construction 
of a new facility or the improvement 
of an older facility. Specific items dis- 
cussed are filtration, beam collimation, 
effects of changes in kilovoltage and 
milliamperage, timer control and accu- 
racy, film speeds, and management of 
the dark room. These are all related to 
the role they might play in better radia- 
tion hygiene. Protection of the oper- 
ating personnel from the primary beam 
and the nature of secondary radiation 
with its potential dangers are well ex- 
plained. Methods are given for using 
Roentgen rays in the best interests of 
the patient, reducing the direct and sec- 
ondary tissue dosage. 

Every day the practitioner is queried 
by a patient about the effects of his 
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x-ray examination. Some patients even 
attempt to tell the practitioner how to 
use X-rays or even refuse such an exam- 
ination because they consider themselves 
well informed by reading the popular 
literature. These patients are usually 
grossly misinformed. Dr. Wuehrmann 
points out the common popular miscon- 
ceptions on this subject and he explains 
in reasonable detail the biological ef- 
fects from x-radiations, including genet- 
ic considerations. This provides the 
practitioner with information which 
enables him to answer the patient's 
questions in a simple direct manner 
just as it is given by the author. Maxi- 
mum ‘permissible doses as established by 
national scientific groups are given and 
their meaning is explained. An §inter- 
esting short shapter is devoted to legal 
aspects in the use of x-ray machines. 


For those who may be interested in’ 


the further pursuit of a particular sub- 
ject, there is an excellent bibliography 
documenting well-placed references 
within the text. An additional section 
is a survey of the literature which cites 
significant works and gives a statement 
as to their content. A glossary of com- 
mon terms and an appendix for sum- 
mary information of particular subjects 
are found at the end of the book and 
also a list of manufacturers and sup- 
pliers of radiatiin equipment and serv- 
ices. 

A general practitioner will find this 
a very potent little book of information 
for his everyday use. 


Oral Physiology 


By Sidney I. Silverman, D.D.S., F.A.C.D., 
director of graduate and postgraduate 
prosthodontics, New York University 
School of Dentistry. 

St. Louis: C. V. Mosby Company, 
1961. 533 pages; 280 illustrations. $15. 
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Reviewed by Dr. Louis J. Blanchet 

Dr. Silverman’s attempt to bridge the 
gap between the basic natural sciences 
and the clinical practice of dentistry 
should not go without commendation 
However, the contents of his text do 
not, with the longest stretch of the 
imagination, begin to live up to the 
title “Oral Physiology.” 

While chapter one concerns itself 
with cell structure and activity, nowhere 
can we find among the many fine illus- 
trations and photographs of microscopic 
sections of tissues any of the tooth or 
its vital contents which I am sure is 
the basis of oral physiologic activity. The 
author does improve the impression of 
this textbook of oral physiology some- 
what in chapter two, but much of this 
material could be eliminated in favor 
of that which is more pertinent to the 
basic theme. 

Chapter three begins to look more 
like oral physiology. However, the chap- 
ter is misplaced; it would have been a 
good follow-up of chapter one—if not 
entirely absorbed in it at the end as 
a clinical correlary. Although a small 
section of this chapter mentions epi- 
dermal appendages, nothing here is 
mentioned of the teeth unless we no 
longer consider them as epidermal ap- 
pendages. In this same chapter reference 
is made to the composition of saliva 
which the author states contains among 
other things “desiccated” epithelial cells 
—what are these? How can these exist 
in an aqueous media? 

Chapter four, which deals with the 
central nervous system, must have taken 
considerable abridging to get it so “wa- 
tered” down, the result giving rise to 
many inconsistencies. Chapters five and 
six which still deal with the nervous 
system deserve some consideration and 
under the circumstances are better writ- 
tea. Chapter seven is fair but quite a 
lot is left to be desired here. The sub- 
ject treated in chapter eight is taking 
on more importance in dentistry and 








could have been treated more exten- 
sively. 

Chapters nine and ten, although fair- 
ly treated, do not deserve their fate, 
even here. Chapter eleven which deals 
with kinesiology is nicely written and 
reflects its treatment at the hands of a 
prosthodontist as do so many of the 
other chapters. Chapters twelve, thir- 
teen and fourteen have improved this 
book and appear a little more oral phy- 
siologically oriented. Chapter fifteen is 
seemingly very much out of place and 
would have been more at home near 
an earlier chapter, namely that on cir- 
culation. Chapters sixteen and seven- 
teen have received fair treatment but 
could have been a little more extensive. 

In the final section of the book, part 
three, which includes chapters eighteen, 
nineteen, and twenty, although deserv- 
ing some creditable mention, are im- 
portant and deserve better _treatment 
than that given. On the whole, the 
book, while easy to read, does not ful- 
fill the obligation to its title. In my 
opinion the book is in dire need of 
drastic revisions so it will not be rele- 
gated to the limbo shelves of useless, 
unused reference books. 


An Atlas of Dental and Oral Radiology 


By Sydney Blackman, M.R.C.S., 
L.R.C.P., D.M.R.E. 

Bristol: John Wright and Sons, Ltd. 
1959. First edition; 371 pages; 816 illus- 
trations, $15.00 


Reviewed by Dr. Seymour H. Yale 


The 371 page text is organized into 
three sections covering normal anatomy, 


inflammation and _ traumatic lesions, 
and cysts and new growths. Dr. Black- 
man notes that he has placed emphasis 


upon the more common diseases of the 
teeth and jaws while deleting most of 
the rare systemic diseases. The section 
on “The Eruption and Development of 
Teeth” is comprehensive and well docu- 
mented. The author is to be compli- 
mented upon his coverage of normality 
and its range. 

Although the majority of the 816 
illustrations are good, numerous illus- 
trations of poor quality and (especially 
among the extra-oral projections) de- 
tract from the book’s overall value. The 
variations in contrast among the illus- 
trations are undesirable, but are explain- 
able on the basis that the examples are 
taken from a collection of radiographs 
gathered over the past thirty years. 

The text is truly an atlas, as attested 
by the large number of well documented 
illustrations and the purposeful omis- 
sion of the usual details on techniques. 

Dental students, dentists, and medical 
radiologists should find this book a 
very useful reference source. It is en- 
couraging for this reviewer to see the 
publication of another English language 
text in oral radiology contributing to 
a growing textbook coverage of this ex- 
tremely important field. 


Color Atlas of Oral Pathology 


By Robert A. Colby, D.DS., associate 
professor of pathology at the George- 
town University School of Dentistry; 
Donald A. Kerr, D.DS., professor of 
pathology, School of Dentistry, Univer- 
sity of Michigan; and Hamilton B. Rob- 
inson, D.D.S., dean of the University of 
Kansas Dental School. 

Philadelphia: J. B. Lippincott Com- 
pany, 1961. Second edition; 201 pages; 
485 colored illustrations. $14.60 


Reviewed by Dr. Patrick D. Toto 
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This book is composed almost en- 
tirely of illustrations with supplements 
of written explanations. It is divided 
into five parts, appropriately, according 
to either the anatomical site or the eti- 
ology and embryology. This book is 
quite helpful in giving a fundamental 
ideal for understanding and diagnosing 
diseases. Secondly, it illustrates the ab- 
normalities of developmental disturb- 
ances of the oral region. The defects, 
whether due to intrinsic or extrinsic 
factors or both, are included. 

The diseases of the teeth and sup- 
porting structures are mentioned in the 
third part. They are presented accord- 
ing to the tissue involved such as (1) 
diseases of the calcified portions of the 
teeth (2) diseases of the pulp and their 
sequelae (3) diseases of the oral mucosa 
and the jaws. In this section both the 
simple oral lesion of local origin and 
the oral manifestation of systemic dis- 
ease are shown. The neoplasm are pre- 
sented last and they are divided into 
epithelial neoplasm and supporting tis- 
sue neoplasm. In each of these groups 
there are benign and malignant types. 
The metastosis to the jaws is also men- 
tioned. Finally, there is an up-to-date 
bibliography listed according to the or- 
der of its contents respectively, standing 
as references. 

The color plates of both the clinical 
and pathological pictures of various oral 
diseases as well as the roentgenographic 
picture of the hard tissue in this book 
are very comprehensive and impressive 
to the readers. 

The very nature of the book as its 
title indicates serves its purpose ex- 
tremely well. Although the subject is 
but slightly touched, it is sufficient to 
enable the reader to attain an adequate 
idea of the subject which, if desired, 
can be amplified by looking up refer- 
ences to the specific case. Therefore, I 
find the book one to be commended al- 
though it would be even beter appre- 
ciated if more diseases could be added 
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when it is possible. Certainly, it is of 
value to the dentist for consulting and 
aiding in the diagnosis of oral diseases 
so as to render proper treatment as 
the authors hoped. This book should 
serve as an essential guide to the teach- 
ing laboratory in oral pathology. 


Oral Medicine 


By Lester W. Burket, D.DS., M.D., 
Sc.D. and contributors. 

Philadelphia: J. B. Lippincott Com- 
pany, 1961. Fourth edition; 609 pages; 
illustrated $15.00 


Reviewed -by Dr. Frank M. Lucatorto 


The contents of this book are pre- 
sented in fifteen sections. All sections 
are prefaced with subheadings so as to 
give the reader an indication of the 
contents of each particular section. The 
subheadings in the Table of Contents 
are further broken down into subject 
matter thereby allowing the reader to 
refer to the specific topic of interest. 

The author then categorizes the dis- 
eases and varying conditions of the oral 
cavity in each section of the book. If 
one would want to find information on 
gingival or mucosal diseases, sections 
two or three would give this material. 
The author discusses the diseases very 
briefly and at the end of each specific 
condition a treatment plan, if one is 
known, is given. 

The many conditions involving the 
tongue and the allergic signs seen in the 
mucosa of the oral cavity are very well 
presented. The causes of extra-oral and 
oral halitosis are very briefly discussed 
in section four. 

Sections which are, by far, the most 
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valuable to the dental practitioner and 
should be of interest to the general medi- 
cal practitioner are those dealing with 
the diseases of the organ systems (section 
six), diseases of deficiency and metabol- 
ism (section seven), the granulomate 
type infection (section eight), and the 
focal infections (section nine). These 
sections have been presented very con- 
cisely and precisely, correcting both the 
systemic and oral manifestations for 
each of the disease processes presented. 
The section dealing with focal infec- 
tions, fifty-two gingiva being sites of 
infection in other parts of the body. 
Periodontics and pedodontics are also 
briefly discussed in this section. 

Section ten deals with the occupation- 
al hazards in dentistry and industry. ‘The 
general practitioner should heed this 
section for it is very informative re- 
garding the risks associated with his 
profession. 

Dr. S. Gordon Castigliano has con- 
tributed section eleven on oral cancer. 
His presentation on this subject is very 
brief but to the point considering that 
he only utilized forty-seven pages and 
the majority of these have illustrations. 

The use of medical-clinical laboratory 
as an adjunct to oral diagnosis is very 
well presented in section twelve. Many 
of the laboratory procedures are ex- 
plained and their importance to oral 
diagnosis is noted. 

The color atlas of forty illustrations 
is placed in a rather obscure portion of 
the book. It is my contention that these 
illustrations should be incorporated in 
those sections which deal with their spe- 
cific subject matter thereby affording 
the reader a better opportunity to vis- 
ualize these disease processes in color 
at the time he is reading the material. 

Section fourteen deals with the re- 
gional diagnostic index and lists the 
characteristic sites of the oral and sys- 
temic disease. The final section, fifteen, 
concerns itself with prescriptions. The 
majority of drugs utilized by the dental 





profession are listed. 

The illustrations and the bibliogra- 
phies for each section are the most up 
to date of recent books of this type. 
The material in this book has been 
presented in such a manner that it is 
invaluable to the dental student, dental 
practitioner, as well as the general medi- 
cal practitioner. I would like to recom- 
mend that material dealing with the 
periodontal diseases be extracted from 
other sections and incorporated into one 
section on periodontology. 


Orthodontics: Principles and Practice 


By T. M. Graber, D.D.S., M.S.D., Ph.D., 
Associate attending orthodontist, Child- 
rens’ Memorial Hospital, Chicago. 

Philadelphia: W. P. Saunders Com- 
pany, 1961. First edition, 2043 illustra- 
tions, 805 pages. $16.00 


Reviewed by Joseph R. Jarabak 


This book is a newcomer to ortho- 
dontic literature. Dr. Graber, an inter- 
national lecturer and teacher, covers the 
field of orthodontics for the general 
practitioner in an exhaustive fashion. 
His bibliography is most complete. His 
unique, rhetorical style and organiza- 
tion of the material make for pleasant 
and -very informative reading. This is 
not a stilted book like many found so 
often in scientific libraries. 

The first three chapters—‘Develop- 
ment of Concept,” “Growth and De- 
velopment,” and “Physiology of the 
Stomatognatic System” are concisely 
written and beautifully illustrated. 
These chapters contain biologic infor- 
mation needed for an understanding 
of orthodontics. Particularly is this true 
of the information contained in the 
chapter on “Myology.” 

The section of chapter three which 
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deals with temporomandibular articu- 
lation is sufficiently complete to serve 
as a source of reference for those spe- 
cializing in restorative and prosthetic 
dentistry. 

Chapter four which deals with the 
development of occlusion is skimpy and 
based on old literature. Since so much 
of the orthodontic concept is based on 
occlusion, this chapter would mave been 
more informative had reference been 
made to the early development of occlu- 
sion. 

“The Incidence of Malocclusion” 
and “The Classifications”—two subjects 
found in chapter five—are well illus- 
trated and described in readily under- 
standable terminology. 

Chapter six deals with “The Extrinsic 
Causes of Malocclusion” while chapter 
seven treats “Intrinsic and Local Fac- 
tors.” These chapters contain almost 
every type of abnormality that the gen- 
eral practitioner can expect to find. The 
author’s illustrations succinctly bring 
out the need for good intraoral x-rays 
as a source of revealing information 
leading to an identification of many 
contributing factors to malocclusion. 

The author has geared the chapter 
dealing gwith “Diagnostic Procedures, 
Aids and Their Interpretations” above 
the level of orthodontic training of most 
practitioners. The importance of cepha- 
lometrics, although of great diagnostic 
value, is hardly practical from the 
standpoint of the general practitioner. 
I would liked to have seen more atten- 
tion paid to the diagnostic aids at hand 
such as casts, patient examination, in- 
traoral x-rays, and photographs. 

The chapter dealing gwith “The Bio- 
logic Aspects Underlying Orthodontic 
Tooth Movements,” handles the subject 
of physiologic tooth movements in the 
light of present day knowledge. The old 
cliches, dealing with the so-called phy- 
siologic tooth movements, have been re- 
placed by a concise description of the 
phenomena taking place in bone when 
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teeth are regulated orthodontically. 

The author leaves you with the im- 
pression that the increased cellular ac- 
tivity seen when forces are applied to 
teeth with orthodontic appliances is 
normal phenomenon of bone repair. 
This concept is in full accord with pres- 
ent biologic thinking. The thought with 
which the author leaves the reader is 
that a certain amount of bone damage 
is associated with orthodontic tooth 
movements, rightfully so, but he also 
makes a strong point that “repair” is 
equally vigorous. The damage asso- 
ciated with the transitional period of 
bone remodeling. The osteogentic po- 
tential for bone to repair is always pres- 
ent. Adverse and permanent tell-tale 
signs of orthodontic tooth movements, 
when they do occur, are root absorp- 
tion. Where bone breakdown is a re- 
versible process, root absorption is not. 
Here the damage is permanent. 

A copy of Dr. Graber’s textbook is 
a must for the orthodontist’s library 
because of its complete bibilography 
and also because of the systematic man- 
agement of scientific facts dealing with 
the whole field of orthodontics. 


Review of Dentistry—Questions and 
Answers 


By Maynard K. Hine, D.D.S., M.S. 
St. Louis: C. V. Mosby Company, 
1961. Third edition, 576 pages. $9.00 


Reviewed by Dr. Nicholas J. Brescia 


The increased emphasis on examina- 
tions for dental licensure on a national 
level has brought about a need for more 
comprehensive and intelligent ques- 
tions. The textbook, Review of Den- 
tistry—Questions and Answers, is valu- 
able for a review of the entire field of 
dentistry. 














Most of the questions found in the 
chapters on the branches of dentistry 
are well selected and comprehensive. 
This list of contributors from the vari- 
ous branches of dentistry represents a 
good cross section of leaders and edu- 
cators in dentistry. I recommend this 
excellent book for all dental students 
and practitioners. 


The Extraction of Teeth 


By Geoffrey L. Howe, M.R.C.S., 

L.R.C.P., F.D.S.R.C.S., (England). 
Baltimore: Williams & Wilkins Com- 

pany, 1961. 77 pages; illustrated. $4.25 


Reviewed by Dr. Walter H. Becker 


This abreviated text fulfills the in- 
tended purpose of the author as a refer- 
ence in the fundamental knowledge re- 
quired for the student to become a 
proficient extractor of teeth. 

Clarity, brevity, and basic principles 
which are so essential in teaching the 
student are followed with a prominent 
finesse throughout the book. 

The illustrations are alomst flawless 
and add a very important part to the 
value of the text. 

There is always a divergence of opin- 
ion as to usage of instruments and the 
author’s illustration do not necessarily 
extoll or cite the virtures of that instru- 
ment. It appears that, in his hands, it 
is the instruments of choice. 

Chapter three “Trans-Alveolar Ex- 
traction,” is particularly well written 
and the illustrations are superb. The 
various types of mucoperiosteal flaps are 
adequately described and certainly lend 
to simplification of the technique . 

The text should serve as a valuable 
reference or addition to the library 





of the student as well as the practi- 
tioner interested in ‘““The Extraction of 
Teeth.” 


Oral Pathology 


By Donald A. Kerr, D.D.S., and Major 
M. Ash, D.D.S., M.S. 

Philadelphia: Lea & Febiger, 1960. 
205 pages; illustrated $6.00 


Reviewed by Dr. Herman Medak 


This book by Kerr and Ash, intro- 
ducing general and oral pathology to 
hygienists, contains about two hundred 
pages of concise writing and a great 
number of excellent illustrations. Its 
contents are organized along traditional 
lines, giving first the general pathologic 
background for the understanding of 
oral disease. The chapters on causes and 
mechanism of disease, reaction to in- 
jury, retrogressive changes and disturb- 
ances of metabolism are well condensed 
and easily understood. The embryology 
of the face in the chapter of develop- 
mental disturbances, however, is diff- 
cult to follow, due to the brevity of 
description. Figure twenty-three, dem- 
onstrating the development of the face 
is too small to be really helpful. 

More than two thirds of the book 
deals with oral pathology. Much em- 
phasis is given to caries and pulpal dis- 
ease, two well written chapters. The 
chapter on periodontal disease occupies 
about forty pages which is consistent 
with the importance of periodontal dis- 
ease. The portion on etiology is divided 
into initiating and modifying factors. 
The initiating factors listed are primar- 
ily trauma of one kind or another, while 
the modifying factors are listed as dis- 
functional and systemic. In classifying 
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peridontal disease, the authors omit gin- 
givosis and peridontosis since they feel 
that the primary reaction of tissue to 
injury is inflammatory and not degen- 
erative which seems to deny the exist- 
ence of gingivosis or periodontosis as 
an etiologic entity. 

The book is well written and should 
be of great help to hygienists. For those 
wishing to further their study in oral 
pathology, a bibliography is added at 
the close of each chapter. 


* 
Basic Periodontology 
By A. Byron Wade, Ch.D., F.D.S., R.C.S. 
(England) 
Bristol, England: John Wright & 


Sons, Ltd. 1960. 303 pages; illustrated 
$10.00 


Reviewed by Dr. Anthony W. Gargiulo 


The publication of this new English 


textbook of periodontology is based 
upon the biologic aspects of periodontal 
disease treatment. Much accent has been 
laid on the biological approach. 

The author has given much attention 
to the problems of diagngosis and this 
is a very important feature of the text. 
Many of the views expressed in diagno- 
sis and treatment plans are based upon 
modern concepts of periodontology. 
There are no new areas of periodontal 
study which are not discussed in other 
texts on periodontics. 

The book is clearly written and is a 
good basic handbook for students of 
periodontology. It could also serve as a 
good “refresher text” for the dental 
practitioner. 

The illustrations can be improved 
since many of the drawings are too 
small and somewhat inaccurate. The 
clinical photographs and radiographs 
have also been allowed an inadequate 
amount of space. This publication could 
be vastly improved by allowing more 
space to illustrations. 


‘We hope you have 
enjoyed our book reviews. 
More will appear in our 

January iseue——‘W,‘P.S. 
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ST. CLAIR 


The St. Clair District Dental Society 
was well represented at the Founder's 
Day dinner of St. Louis University. 
Everyone reported a delightful evening 
with Henry Cabot Lodge the principle 
speaker and Danny Thomas furnishing 
the entertainment. 


There were many familiar faces from 
other areas at the Mid-Continent meet- 
ing sponsored by the greater St. Louis 
Dental Society. All attending enjoyed 
the speakers and seeing friends from the 
other districts. 


General News: 


Bruno Kwapis attended the Phila- 
delphia meeting and was a participant 
in the forum on cardiovascular diseases 
discussing anticoagulant therapy in den- 
tal practice. 

John Kubitschek has recently joined 
the Gilbert-Watkin’s Dental Research 
Group. 

Dave Wheeler is real happy with his 
new office on West Main in Belleville 
and has recently received his installation 
in the Professional Budget Plan. 

Dr. Nick Feder looked relaxed after 
spending four days at Tan-Tera in the 
Ozarks. 


Dental Assistants: 


Miss Barbara Doeller addressed the 
dental assistants on communication be- 
tween the dental assistant and the pa- 
tient at the Cluck Inn in Mascoutah. Al- 
so attending was Mrs. E. L. Rauth. 

Merry Christmas and a Very Happy 
New Year!—Tom Stubblefield 


COMPONENTS 





PEORIA 


The November 6th meeting of the 
Peoria District Dental Society was held 
at the Pere Marquette Hotel. A very 
good group of sixty members enjoyed a 
wonderful buffet supper followed by a 
most interesting program. 

Reports of the standing Committees 
are as follows: 

George Kottemann, chairman of the 
Mouth Protector Committee announced 
that in 1962 it will be mandatory for 
all schools participating in football to 
wear a mouth and teeth protector. He 
brought us up to date on what has 
been done up to this point. President 
Callahan read recommendations from 
the Illinois State Dental Society. 

Lloyd Lourie, chairman of the Den- 
tal Health Committee, announced a 
meeting for November 9th to discuss 
teaching dental health in the schools. 

Robert Frost, chairman of the Sick 
Committee said that at the present time 
there were no sick members. Drs. ,C. 
Becherer and R. May are now back on 
their feet after quite a siege of illness. 

President John Callahan talked on 
overhead expense protection and if 
enough are interested a cheaper insur- 
ance can be obtained through a group 
pian. 

Our program speaker was Dr. Dan 
Waite, professor of oral surgery at the 
University of Iowa. This is the type 
of program we like. He discussed and 
illustrated with slides root recovery 
and presented a film on the use of 
the straight elevator. This was a worth- 
while program. 

Drs. Navera 


and Thomas were 


unanimously elected to the Peoria Dis- 









trict Dental Society. Just a reminder— 
get your reservations in early for the 
Mid-winter meeting in Chicago, Feb- 
ruary 18th. 


Mo Carlson and Jim Donlan blasted 
twenty pheasants the opening of the 
hunting season in South Dakota— 
limits every day for five days. 


The Dental Health Committee of the 
Women’s Auxiliary to the Peoria Dis- 
trict Dental Society have adopted a 
yearly program of presenting oversized 
denture models and oversized tooth- 
brushes to the fifth grades of the gram- 
mar schools in the Peoria District. The 
fifth grade teacher will have a demon- 
strator model to use in her dental 
health instruction plus a pamphlet on 
proper tooth brushing procedure. The 
fifth grade was chosen because most 
children of ten will be losing twelve 
teeth and gaining permanent teeth in 
their place and will soon be getting 
their second molars. These boys and 
girls should be more receptive to the 
teaching and would establish good tooth 
brushing habits for their “teen years.” 

—Harold W. McIntyre 


SOUTHERN ILLINOIS 


The Southern Illinois District Dental 
Society met at the Veterans Hospital in 
Marion on Thursday, November 16th. 
Sixty-five dentists and a number of 
dental assistants were in attendance. 
The guest speaker was Dr. C. E. Hutton 
of Indianapolis, Indiana, who is asso- 
ciated with the Indiana University and 
is in the general practice of oral sur- 
gery. He emphasized constructive ap- 
proach to office management stating 
that percentage-wise, malpractor suits 
were on a decline due to the proper 
instructions and detailed records being 
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made betore the operation was per- 
formed. 


The society voted unanimously to 
endorse the Golden Rule Insurance 
Plan for the dentist and his family. Dr. 
Jerry Hill, a recent graduate, hung out 
his shingle on September 20th for the 
general practice of dentistry at Benton. 
Dr. Joseph McAlpin of Marion is 
serving in an efficient way as president 
of the Marion Rotary Club. Dr. Michael 
Zibby of Centralia informs us_ that 
Mike, Jr., is a sophomore at Washing- 
ton University in a pre-dental course. 
Dr. Clifford Neill of Carbondale, an 
immediate past president and also an 
active member of the Gilbert Watkins 
Dental Research Group, gave a two-day 
clinic in Enid, Oklahoma, sponsored 
by the Northwestern Oklahoma District 
Dental Society. His subject was “Phi- 
losophy of Practice of Dentistry.” He 
emphasized the principles of restoring 
normal occlusion. 


Dr. L. I. Webb of Harrisburg is serv- 
ing as District Governor of Rotary In- 
ternational and is still beaming with 
enthusiasm as he visits the forty-seven 
Rotary Clubs in Illinois. He and Mrs. 
Webb were in attendance at the 52nd 
Rotary International Convention in 
Tokyo, Japan. Following the conven- 
tion they visited Hong Kong, Thailand, 
India, Greece, Italy, and France on 
their trip around the world. The entire 
trip from St. Louis was made by jet— 
some thirty thousand miles. 


Dr. Dudenbostel of Carbondale was 
strutting like a peacock as ke announced 
the arrival of R. E. Dudenbostel, Jr., 
on October 31st. Dr. Lewis H. Smith, 
formerly of Sesser, Illinois, has found 
greener pasture at 102 South Maple 
Street in Benton, in the new clinic 
building there. Dr. Guy Lambert just 
returned from a White House confer- 
ence of the American Cancer Society. 
He was a delegate from Franklin Coun- 
ty—L. I. Webb 
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GOVERNOR KERNER APPOINTS 
DRS. VOPATA AND AUSBROOK 
TO EXAMINING COMMITTEE 


The Department of Registration and 
Education announced recently that 
Governor Otto Kerner has appointed 
Dr. William O. Vopata of Chicago and 
Dr. Eugene K. Ausbrook of East St. 
Louis as members of the Illinois Dental 
Examining Committee. 

The new members will replace Dr. 
Wayne Graham of Morris and Dr. Roy 
R. Baldridge of Centralia. Dr. Vopata 
is a graduate of the Northwestern Uni- 
versity School of Dentistry, class of 
1931. Dr. Ausbrook is a graduate of the 
Washington University School of Den- 
tistry in St. Louis, class of 1929. 

Dr. Baldridge has served on the com- 
mittee ten years while Dr. Graham ‘has 
been a member at two separate times, 
once for three years and then recently 
he was reappointed and served for two 
years. 


U OF | SCHEDULES TWO 
POSTGRADUATE COURSES 


University of Illinois College of Den- 
tistry will offer two series of weekly 
postgraduate courses beginning January 
10th. 

A program on “Diet and Nutrition” 
will be given by Dr. Samuel Dreizen, 
associate professor of nutrition and 
metabolism, Northwestern University 
Medical School, on five consecutive 
Wednesday mornings. 

Dr. Dreizen will discuss recent ad- 
vances in the study of the effects of 
dietary and nutritional deficiency states 


on human tissues, with special emphasis 
on oral tissues. The course is particular- 
ly planned for general practitioners. 
Tuition is $50. 

Also beginning on January 10th will 
be a series of four one-day courses on 
“Periodontics for the General Practi- 
tioner,” including lectures and televi- 
sion demonstrations. Tuition is $100. 

For further information and applica- 
tions write Division of Postgraduate 
Education, University of, Illinois Col- 
lege of Dentistry, 808 S. Wood Street, 
Chicago 12. 


NUDS TO HOLD COURSE 
IN RADIOGRAPHY 


The Northwestern University Dental 
School’s division of graduate and post- 
graduate study has opened its February 
course titled “Basic Cephalometric Ra- 
diography” to any dentist, whether a 
specialist or general practitioner, who 
wants the information. 

Until now, course enrollment was 
limited to orthodontists. Eugene W. 
Skinner, director of the division at 
Northwestern, said this is the first time 
such a graduate course has been made 
available to all members of the profes- 
sion. 

He said that while cephalometric 
radiography was originally developed as 
a tool for the orthodontist, “the subject 
has so broadened that it now is ready 
to contribute to all phases of dentistry 
in which mandibular function is of im- 
portance.” 

The Northwestern offering is sched- 
uled for February 12, 13 and 14, 1962. 
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ADA JOURNAL REPORTS 
ON FACIAL GROWTH 


Your face continues growing for some 
time after the rest of your body has 
reached full growth, a dental scientist 
reported recently in The Journal of the 
American Dental Association. 


The study, using material gathered 
over a period of thirty years, showed 
that about ninety per cent of the growth 
of the head is completed by the end of 
three years and nine months, while at 
the same time less than half of the 
growth of the face had been completed. 


Dr. Jagdish K. Bambha of Denver 
reported on a study which consisted of 
“cephalometric roentgenograms (x-rays 
of the head) of twenty-five boys and an 
equal number of girls. The earliest re- 
cord available on an individual in this 
study is at the age of one month, and 
the latest at the age of thirty years.” 
The study was conducted at the Child 
Research Council in Denver. 


“For each individual, twelve to nine- 
teen lateral head films were available,” 
he said. The cranium showed a rapid 
rate of growth during infancy and early 
childhood, with about ninety per cent 
of its growth completed by the end of 
three years and nine months, while at 
the same time only thirty-four to forty- 
nine per cent of the growth had taken 
place in the facial dimensions.” 

The average boy, statistically, in the 
study completed his bodily growth at 
19.7 years of age and his facial growth 
at 21.6 years. Bodily growth for the 
average girl was completed at 18.8 years, 
facial growth at 19.7 years. 


Dr. Bambha, who is presently on the 
staff at the University of Colorado, con- 
cluded that “this study may be useful 
to the orthodontist in understanding 
the process of growth with which he 
deals constantly for diagnosis and for 
the planning of treatment of the indi- 
vidual case.” 
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VA HELPS MEDICAL 
PROFESSION 


The Veterans Administration has be- 
come the nation’s largest training 
ground for colleges and universities in 
preparing students at the professional 
level for the medical field. More than 
16,000 such students now spend part 
of their time at Veterans Administra- 
tion hospitals and clinics each year. 

In return, affiliation with the schools 
brings faculty members and latest medi- 
cal knowledge to Veterans Administra- 
tion stations and thus raises the quality 
of medical care for Veterans Adminis- 
tration patients. Participation in the 
medical education programs also helps 
the Veterans Administration secure 
scarce highly trained personnel to fill 
its staff vacancies. 

Veterans Administration hospitals 
and clinics are affiliated with seventy- 
five of the nation’s eighty-five medical 
schools, thirty-two of the forty-seven 
dental schools, all of the fifty-six ac- 
credited schools of social work, and 
fifty-eight approved universities for 
graduate training in clinical and coun- 
seling psychology, about a tenth of the 
nation’s nursing schools, and with 127 
schools in providing clinical training 
in the physical medicine and rehabilita- 
tion therapies. 

Beginning this fall, a new university- 
Veterans Administration program, sec- 
ond of its kind in the nation, is train- 
ing college graduates in rehabilitation 
of the blind. 

At latest count, the yearly total of 
college and university trainees at Vet- 
erans Administration hospitals and 
clinics included: 

More than 3,000 physicians serving 
medical residencies to become special- 
ists in anesthesiology, cardiology, der- 
matology, gastroenterology, general sur- 
gery, internal medicine, neurology, 
neurosurgery, ophthalmology, orthope- 
dic surgery, otolaryngology, pathology, 











physical medicine, plastic surgery, proc- 
tology, psychiatry, pulmonary diseases, 
radiology, thoracic surgery, and urology. 
More than 7,700 medical students serv- 
ing clinical clerkships. 

Thirty-nine dental residents in oral 
surgery, periodontia, and prosthodontia 
and thirty-eight dental interns. These 
are relatively recent but increasingly 
important forms of advanced dental 
training. The twenty-eight Veterans 
Administration dental residency pro- 
grams and thirty-four Veterans Admin- 
istration dental internship programs 
represent twenty-one percent of the den- 
tal residency programs in the United 
States and seventeen percent of the den- 
tal internship programs. 

More than 3,000 student nurses and 
210 non-Veterans Administration regis- 
tered nurses in advanced educational 
programs at twenty colleges and uni- 
versities. 

About fifteen percent of the nation’s 
graduate students in clinical and coun- 
seling psychology, eleven percent of the 
dietetic interns, twenty-five percent of 
the medical or psychiatric social work 
students, seventy-five percent of all jun- 
ior and senior year occupational therapy 
students of the nation, and sixty per- 
cent of the junior and senior year physi- 
cal therapy students. 
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FOR SALE: Due to death. Modern com- 
plete two-chair air-conditioned dental 
office ideally located on square in Tay- 
lorville, Illinois. Excellent opportunity. 
Contact David Johnson, attorney, 310 


S. Webster Street, Taylorville. Phone 
VA 4-2949. 

LIBERAL PROFESSIONAL DISCOUNT: 
On Sweet-Breath Denture Cleaner with 
Whirlingpool Washer. Write Sweet- 
Breath of Illinois. P.O. Box 63. Peoria. 
FOR SALE: Active two-chair office. 
Downstate Illinois city with various in- 
dustries and many pleasant residential 
districts. Attractive office centrally lo- 
cated and convenient to all bus lines 
and many parking lots. Owner retiring 
and leaving state. Write for further in- 
formation.—ID] #40. 

FOR RENT: One chair dental office, 
laboratory, private business office and 
reception room. Elevator in building. 
Oak Park Federal Building, Oak Park. 
Call Houser Real Estate. Euclid 3-4240 
or Austin 7-1746. 


WANTED: Old or antique dental equip- 
ment (chairs, cabinets, x-ray machines, 
instruments, units, etc.) Please write 
giving condition and price to Dr. R. D. 
Rankin, Gibson City, Illinois. 
DENTAL HYGIENIST: Excellent oppor- 
tunity in office limited to practice of 
oral rehabilitation and preventive den- 
tistry in Illinois suburb. Twenty-five 
minutes to downtown St. Louis, Mo. 
Write ID] #37. 

FOR SALE: Dental office building and 
practice in new northwest suburb of 
Chicago. Ranch-type building with liv- 
ing quarters easily made into additional 
operatories. Large lot for parking. IDJ 
#38. 

ASSOCIATION WANTED: By well-qual- 
ified dentist with the object of eventual 
purchase desired but not essential. Mili- 
tary obligations completed. Replies con- 
fidential. Write ID] #39. 

FOR SALE: Excellent general practice 
in Springfield, Illinois. Unbelievable 
low rent. Dentist deceased. Successor 


badly needed. A definite opportunity. 
Ideal location across from the Leland 
Hotel. Mrs. J. R. Jones, 40514 S. Sixth 
St., Springfield. 
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210 Empire Building Rockford, Illinois 3 
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in just 10 seconds 


you get amalgamation with 
@ NEW TRUE DENTALLOY 
@ @ TABLETS 


“an gga 
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One New True Dentalloy tablet and 9 grains* @ 

of mercury, in our new green capsule with @ 
ringed Tungsten pestie, amalgamates 
in 10 seconds** in an S.S. White Amalgamator. The same 
outstanding results are obtained as with Zinc-Free 

True Dentalloy or New True Dentalloy in bottles or Sigrens. 
Unique packaging prevents flaking 
or breaking of tablets. 

*One pies agian Aw S.S.White Mercury 


Dispenser we: 9 grains. 
PY prot pote Zinc-Free True Dentalloy tablet allow 












PROTECTIVELY PACKAGED AGAINST FLAKING 
AND BREAKING e 75 tablets to the ounce — 
held securely in foam nesting and felt pad top. 


THE S.S.WHITE DENTAL MFG. CO. 
55 E. Washington St., Chicago 2, Ill. @ 


Jefferson & Fulton Sts., Peoria 1, Ill. 


IN TODAY'S BUSY PRACTICE 


There are just so many hours to see your patients — no 
additional hours to see more patients. Now the ratio of 
population to dentist is 1900 to one. In the next few years 
it will be well over 2000 to one. Vitallium restorations 
can conserve your chairtime, particularly if you have been 
experiencing extra-long appointments, adjustment appoint- 
ments, repair appointments or remake appointments. To 
save every second of your valuable chairtime, prescribe 
Vitallium quality service. 


“7 ‘ ae ag 
You cau Cdeatehy VITALLIUM 
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ANNEX DENTAL LABORATORY 
25 E. Washington Street @ Chicago, Illinois 
ASSOCIATED DENTAL LABORATORIES, INC. 
404 S. Sixth Street © Springfield, Illinois 
AUSTIN PROSTHETIC LABORATORY 
5944 W. Madison Street @ Chicago, Illinois 
BERRY-KOFRON DENTAL LABORATORY 
3638 Olive Street @ St. Louis, Missouri 
L. B. CRUSE DENTAL LABORATORY 
1070 Citizens Building @ Decatur, Illinois 
ERHRHARDT & EPPLE COMPANY 
32 W. Randolph Street @ Chicago, Illinois 
FREIN DENTAL LABORATORY 
3531 Lindell Boulevard @ St. Louis, Missouri 
HOOTMAN DENTAL LABORATORY 
Rockford Trust Building @ Rockford, Illinois 
JOSEPH E. KENNEDY COMPANY 
8220 S. Western Avenue @ Chicago, Illinois 
KRAUS DENTAL LABORATORY, INC. 
Jefferson Building @ Peoria, Illinois 
NORTH SUBURBAN DENTAL LABORATORY 
1515 Sherman Avenue @ Evanston, Illinois 
OTTAWA DENTAL LABORATORY 
817 Columbus Street @ Ottawa, Illinois 
SATISFACTION DENTAL LABORATORIES 
112 E. Highland Avenue @ Elgin, Illinois 
L. A. SCHMITT DENTAL LABORATORY 
824 Maine Street © Quincy, Illinois 
ARTHUR J. SCHROEDER LABORATORIES 
5834 N. Lincoln Avenue @ Chicago 5, Illinois 
SOUTH SHORE DENTAL LABORATORY 
1525 E. 53rd Street @ Chicago, Illinois 
H. SWIGARD DENTAL LABORATORY 
28 Walnut Street @ Aurora, Illinois 
UPTOWN DENTAL LABORATORY 
4753 N. Broadway @ Chicago, Illinois 





VITALLIUM 


VITALLIUN® 














































A Professional 
Look at Profit 








Profit isn't a word that need be “Taboo”! 


Profit is the result of your time saved — and many patients 
pleased. Your chairtime is the most relentless robber of that 
schedule. Prosthetic cases must be cast to fit—not plier- 
fitted! Ticonium cases save chairtime because they FIT — look 


better — last longer. 


ALBANY 1, NEW YORK 


Ticonium cases put the FIT into proFiT. 





TICONIUM 
puts FIT 
ee 


INTO 
profil 
eS 





Campbell Dental Laboratory—208 Illinois Building, Champaign, Illinois 
Dental Arts Laboratory—Jefferson Building, Peoria, Illinois 
Erickson Dental Laboratory—!% E. Main Street, Freeport, Illinois 
Ted's Dental Laboratory—'? N. Genesee Street, Waukegan, Illinois 


(Does not include Ticonium Labs in Chicago) 


824 
























CROSS SECTION SHOWING HOW 
STIM-U-DENTS FORM A PERFECT FIT 


IN THE INTERPROXIMAL SPACES. 


























MAGNIFIED CROSS SECTION 
OF STIM-U-DENTS SHOWING 
POROUS, COMPRESSIBLE 
STRUCTURE. 





PLAY AN IMPORTANT ROLE 


in good interdental hygiene, so vital to good gingival health 
Leading periodontists agree that local irritation caused by food residues 
in areas not ordinarily reached by the toothbrush are an important con- 
tributing factor in periodontal disease . . . Not only is the cleansing effect 
of STIM-U-DENTS useful in the treatment of these diseases, but they are 
also helpful in the maintenance of optimum gingival health, and are 
so convenient to use after eating. 


If you’re not using STIM-U-DENTS in your practice, send for a supply 
of FREE SAMPLES today. You'll find they are a valuable adjunct to 
treatment. 


Re a ee ee ee Se SA EL ET eR aE Tm ME Se Re 


i Stim-U-Dents, Inc., 14035 Woodrow Wilson, Detroit 38, Mich. 


[_] Send Free Samples for patient distribution. —_y, 3.40 

Dr. 
Please enclose your Professional Card or Letterhead 
\ Address. 


| City. Zone__: State 
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Over 90 years 
of service 


(fete 
GROW TH 


INDUSTRY 
SHARES, Inc. 


—a Mutual Fund investing in 
stocks selected for possible 
long-term growth 





Priced at Net Asset Value per share plus 3% 
on investments under $2,000, and down to 
1% on investments of $25,000 or more. Re- 
demption and reinvestment at 100% of Net 
Asset Value. 

Ask for a prospectus describing the 
Fund—reviewing its objectives, record, 
investments, and offering its shares. 








Growth Industry Shares, Inc., Suite 1000-G 
6 N. Michigan Ave., Chicago 2, Ill. 


Without obligation please send prospectus, 
Name. 
Address_ 


City FA ES 0 


























PRESCRIPTION FOR PROFIT: Take any suitable con- 
tainer. Fill with old gold crowns, bridges, inlays and 
partial dentures. Add any objects containing precious 
metal . . . amalgam scrap, grindings, sweeps. 

SHIP TO GOLDSMITH BROS. WITH CONFIDENCE, 
where skilled metallurgists determine the precious metal 
content and send you the BIG check the same day. You 
will be pleased with the results and know why 
dentists continue to ship their old gold to— 


DIVISION OF NATIONAL LEAD CO. 
111 N. Wabash Ave., Chicago 2, Illinois 
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Springfield 
in the 
Spring— 
A Wonderful Thing 


Annual Meeting 
for the 
Illinois State 


Dental Society 


May 7, 8, and 9. 
1962 




























steiner laboratories, inc. 


Best known name in precision Restorations 
since 1922 





Support, Bracing and Retention are the 
essential functions that each clasp must 
perform to make the overall case suc- 


cessful. 


Our many years of experience has taught 
us that certain surveying and designing 
principles must be observed. But—sur- 
veying and designing principles can not 


be "Stereotyped." 


Only experience can teach how to se- 
lect clasp design and adapt it to fit the 
need of an individual case. 





Precision Attachments 
Stressbreakers 

Better partial dentures 
Cast fixed bridgework 


Ceramics 





Steiner Laboratories, Jue. / Beet known name in igen Pake: ILL. 


precision Restorations 





Please send Dr 
NL I OR aac hel 
) Prepaid Mailing Labels AMIN S iS oe a eee eae 


Precision Attachment Literature ................cccccccccsccscesecsssseeevscecsesescececatecsvscersces 
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BRAND OF MEPIVACAINE HCI 


THE SELECT ANESTHETICS FOR ROUTINE USE... 


Today CARBOCAINE enjoys wide professional acceptance in routine dental procedures. 
With two solutions now available, the dentist has a choice of preparations to meet 
all the anesthetic needs of his daily practice: 

(1) CARBOCAINE 3% Without Vasoconstrictor—Used routinely for anesthesia of shorter 





duration as in high-speed restorative procedures...simple extractions... children’s 
dentistry—and where vasoconstricting agents are contraindicated; 

(2) CARBOCAINE 2% With Neo-Cobefrin® 1:20,000—for longer lasting anesthesia as 
in oral and peridontal surgery...quadrant dentistry... pulp canal work. 

Rapid acting, well tolerated, with a wide margin of safety—it’s CARBOCAINE in any 
case...that’s the long and short of it! 


SATISFACTORY ANESTHESIA IN ALL PROCEDURES 
cle COOK/AVATE 


—— 





New York 18, N. Y. 
. OFF.) OF STERLING DRUG INC. 





CARBOCAINE AND 
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NEO-COBEFRIN (BRAND OF LEVO-NORDEFRIN) ARE THE TRADEMARKS (REG. U. S. PAT. 





























Are the most beautiful teeth in the world 
too expensive for YOUR patients? 


Only you can decide. 


SWISSEDENT CR TEETH have qualities which are not obtainable in any 
other artificial teeth. These exclusive qualities include natural light reflec- 
tiveness (no “grey-out” translucency) and impregnation with natural tooth 
shades by hand before vacuum-firing. SwissEDENT CR personality molds 
are specifically designed to give you full freedom in the esthetic treatment 
of your individual patients. 


NATURALLY, SWISSEDENT CR TEETH cost a little more. But if you are not 
already using them, you will be surprised to learn how small is the differ- 
ence. The added charge to your patient, for the teeth in a full upper-and- 
lower restoration, need be no more than a five-dollar bill. Only you can 
make the decision whether the added values are worth this difference. 


Radiant... Swissedent CR 


SWISSEDENT CR TEETH are easy to obtain. 
Hundreds of leading dental laboratories carry 
them in stock. If your own laboratory cannot 
supply you, you may order directly from any of 
the three Swissedent offices. 








CR personalit molds 424 (centrals), 423 
(cuspids and laterals); youthful shade 87 


373 N. WESTERN AVENUE 480 LEXINGTON AVENUE 185 N. WABASH AVENUE 


LOS ANGELES 4, CALIF. NEW YORK 17, N.Y. CHICAGO 1, ILL. 





Luxene denture base material and Luxene teeth 
combine chemically. This produces a sanitary 
denture which excludes the infiltration of bacteria 
between the teeth and the base. 


The Luxene All-Vinyl Denture provides the highest 
standards of toughness, and chemical and dimen- 


sional stability. Clinical reports reveal practically 
no breakage of the base or the teeth.* 


The Luxene All-Vinyl Denture will give you and 
your patient what you are both looking for 
—a_ restoration that is completely natural in 
appearance. 


To provide a wide range of selection, Luxene Teeth are 
available in 24 lifelike shades. Request a Luxene Shade 
Guide from your Luxene Processing Laboratory. 


*NOVEMBER 1960 JADA: “Clinical Observations 
of Number of Fractures of Acrylic and Modified 
Copolymer Vinyl Dentures’; William F. D. Grant, 
D.D.S., department of dentistry and oral surgery, 
Henry Ford Hospital. 


You can prescribe LUXENE dentures from... 


ASSOCIATED DENTAL LABORATORY, INC. LOGAN’S DENTAL LABORATORY, INC. 
404 S. 6th St., —— 600-603 Bondi Bidg., Ga 
LAkeside 3-383: Dickens 2-1619 
CAMPBELL tg tng LABORATORY OTTAWA DENTAL LABORATORY 
308 — is B “pe than Se , Champaign 817 Columbus St., Ottawa 
HEmpstead 4-0655 
LINN B. iain DENTAL ore te INC. SATISFACTION DENTAL LABORATORY 
1070 a Bidg., Decatur 112 E. Highland Ave., ate 
ne 2-7014 SHetooed 2-4710 
K. C. ERICKSON DENTAL LABORATORY L. A. SCHMITT DENTAL LABORATORY 
105 E. Main St., Freeport 824 Maine St., Quincy 
ADams 2- 3181 BAlIdwin 3-5. 
KRAUS DENTAL LABORATORY H. SWIGARD DENTAL LABORATORY 
640 Jefferson pie, Peoria 28 Wainut St., Aurora 
Phone 674-8226 in Oaks 6-8526 
NOT INCLUDING CHICAGO 











FR, for caries-active patients 


non-cariocenic GUM 


Peppermint, Spearmint, Fruit, 
Cinnamon, Clove, Grape and Licorice 


nNon-cariocenic MINTS 


Mint, Lime, Clove, Wintergreen, 
Wild Cherry, Choco-Drops and Licorice. 
Also Sugarless Fruit Drops and Cough Drops. 


Available at drug stores, department and health food sho; 
Samples and literature, including Patient Distribution Fold- 


ers. upon request. Please give ist’s name and address. AMUROL PRODUCTS CO., NAPERVILLE, ILL. 


PROFESSIONAL LIABILITY 
INDIVIDUAL INSURANCE 


Professional Protection Exclusively since 1899 


CHICAGO OFFICE: 


T. J. Hoehn, E. M. Breier, W. R. Clouston and T. J. Pandak, Representatives 
1142-44 Marshall Field Annex Bidg. Telephone STate 2-0990 


SPRINGFIELD OFFICE: F. A. Seeman, Representative 
Mailing Address: Rochester, Illinois Telephone (Springfield) 527-2251 
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PORCELAIN LINED ACRYLIC JACKET CROWNS 


When you specify this increasingly popular Schroeder ¥ Ail of the precision fit 
restoration, you are assuring your patient all of the of porcelain 

precision fit of a porcelain jacket plus all of the de- 
pendable strength of the acrylics. You combine the 
best features of both and eliminate the weaknesses. 
The porcelain core contributes the true accuracy your #f Maintenance of shoulder 
impression calls for, and the acrylic surface adds the fit for the life of the case 
shock-proof, shatter-proof strength that provides per- 
manency. The lasting bond between porcelain and 
acrylic and the perfect shoulder fit means no seepage dg Definitely no 
ever, thus no discoloration—but lasting satisfaction. discoloration 


¢ All of the great strength 
of acrylics 


d Definitely no seepage 


d Better esthetics 


d Complete patient 


Established approval 


1919 


Authur 9. Schaseder 


LABORATORIES 








Remember Schroeder offers 
you acomplete porcelain and 
gold service. Our expert tech- 
nicians design and construct 
crowns and bridges from in- 
dividual tooth replacements 
to complex bridges restoring 
5, 6, 7 and more teeth. For 
results that mean the most 
to you and your patients, call 
or write Schroeder. 


832 


5834 Lincoln Avenue, Chicago 45, Illinois 
Call LOngbeach 1-9670 




































You have a right to expect more 
whenever you call 


—__Jefferson 1-5700 














, Each technician in our organization is assigned to the particular type of work 
in which he has demonstrated his special aptitude. And he is reminded con- 
stantly that the quality of his work must be in keeping with the reputation 
of the laboratory. 


Our emphasis upon quality above everything else has become an active 
influence in the lives of our technicians. Each man realizes that just as soon 
as he loses interest in expressing his best talents his value to the laboratory 
decreases and he becomes an inharmonious unit in an otherwise harmonious 
group. 

Add to the specialized talents of our technicians the experience they 
have gained in the construction of thousands of similar restorations and you'll 
understand why you can always expect more when you entrust us with your 
laboratory work. 


BERRY-KOFRON 


DENTAL LABORATORY CO. 





3638 OLIVE STREET 
ST. LOUIS 8, MISSOURI 









































...is the profession’s 
‘“favorite toothbrush’’ 


For very good reason, Py-co-pay is the out- 
standing first choice of the dental profession 
among toothbrushes. That reason is 
superiority ... 


In design—first in professional standards— 
small, narrow head 1" long; uniformly trim- 
med bristles; straight, rigid 6" handle. 


In patient benefits—fits better in lingual areas, 
covers each brushing position thoroughly; 
patented “‘Duratized’’* natural bristles last 
longer. Nylon and natural brushes are “‘Ster- 
atized”’* to inhibit bacteria for the effective 
life of the brush. 


PLUS THESE SPECIAL FEATURES 


@ Py-co-TIP—flexible rubber tip for interdental 
stimulation. 


@ Choice of bristle texture to meet every need 
—medium, hard and extra hard nylon; 
“‘Softex”’ multi-tufted nylon; hard natural. 
Junior brush in medium nylon. 

@ Widely distributed thru retail stores so that 
patients can easily follow their dentist’s specific 
recommendations. 

@ Available to the profession at special low 
prices for patient instruction in oral hygiene. 

*T.M. 


BLOCK DRUG COMPANY, INC. 
Jersey City 2, New Jersey 


Prov recommended by more dentists than any other toothbrush 
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Youth or Age can be sculptured into the 
Swissedenture by various means. The den- 
ture base itself is the most influential in 
creating either effect and this is done 
through the appearance of the interdental 
papillae and the gingival crest. Youth 
should be indicated by a fresh and firm 
look which is achieved by extending well 
into the interproximal areas and covering 


YOUTH ..4 AGE 






and the 


Midwest Esthetics 


Corum 


the necks of the teeth and by shortening 
or blunting the denture material in the 
interproximal spaces. 


The teeth themselves can help create 
youth or age by creating different degrees 
of wear. Color in teeth usually deepens 
with age and to impart greater age to the 
Swissedenture, a darker tooth is used. 





The extent to which we use the above con- 
cepts—and the occasions upon which we use 
them—is simply a matter of knowledge ac- 
quired through training, through long practical 
experience, and through reviewing cases at 
our monthly group meetings. 


THE MIDWEST ESTHETICS FORUM 
Only Certified Swissedenture Laboratories can construct Swissedentures 


AUSTIN PROSTHETIC LABORATORY 
5944 W. Madison St., Chicago 44 
AU stin 7-3238 
LINN B. CRUSE DENTAL LABORATORY, INC. 
1070 Citizens Bldg., Decatur 
Phone: 422-7014 
K. C. ERICKSON DENTAL LABORATORIES 
105 East Main St., Freeport 
ADams 2-3181 
JOSEPH E. KENNEDY CO. 
8220 S. Western Ave., Chicago 20 
GRovehill 6-5900 
McINNES DENTAL LABORATORY 
908 Talcott Bidg., Rockford 
WoOodland 2-4861 


J. F. POLCYN DENTAL LABORATORY 
2845 West 63rd St., Chicago 29 
WA lIbrook 5-6116 





SATISFACTION DENTAL LABORATORY 
112 East Highland Ave., Elgin 
SH erwood 2-4710 


ARTHUR J. SCHROEDER LABORATORIES 
5834 Lincoln Ave., Chicago 45 
LOngbeach 1-9670 


SOUTH SHORE DENTAL LABORATORIES 
1525 East 53rd St., Chicago 15 
FAirfax 4-2731 


SWIGARD DENTAL LABORATORY 
28 Walnut St., Avrora 
TWin Oaks 6-8526 


UPTOWN DENTAL LABORATORY, INC. 
4753 Broadway, Chicago 40 
LOngbeach 1-5480 
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NOBILIUM CASTINGS 


We maintain a large department, that devote all of their time on Nobilium 
. castings. We can give you some beautiful work and prompt service. 


We have added to our staff, Louis T. Armstrong, Jr., D.M.D. Dr. Armstrong 
graduated from the University of Louisville, and practiced a number of 
years before coming to our laboratory. He will supervise all laboratory work. 


T. M. CRUTCHER DENTAL LABORATORY, INC. 


P. O. BOX 626 LOUISVILLE, KENTUCKY 
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TAKE ADVANTAGE OF YOUR MEMBERSHIP 


Investigate the Savings of the 
5 GROUP PLANS AVAILABLE 


1. THE DISABILITY PLAN— 
Provides a weekly income in the event of disability caused 
by Sickness or Accident. 
e A special rate reduction for those under age 35. 


2. THE MAJOR MEDICAL EXPENSE PLAN— 


In or Out of hospital benefits up to $10,000 per disability 
with a choice of two deductibles—either $300.00 or $500.00. 


3. THE BASIC HOSPITALIZATION PLAN— 


Those members under age 60 may now apply for hospital 
benefits up to $20.00 per day. 


4. THE ACCIDENTAL DEATH & DISMEMBERMENT PLAN— 


Includes benefits for Disappearance and Total Dic::-blement 
for only 90¢ annually per $1,000 Principal Sum. 
Wife may be included up to $50,000 (Same Rate). 


5. THE FAMILY GROUP LIFE INSURANCE PLAN— 


May be obtained for your entire family—for yourself and 
spouse ONLY—for you the member ONLY—or for your 
employee ONLY. 








PARKER, ALESHIRE & COMPANY 
Established 1901 


175 W. Jackson Blvd. WAbash 2-1011 Chicago 4, Ill. 


ADMINISTRATORS OF SPECIAL GROUP PLANS 
FOR PROFESSIONAL ORGANIZATIONS. 








BLEND 100. 


The lightest and most 
youthful vital gray 
blend with a slightly 
darker gray cuspid as 
is usually found in all 
natural teeth. In the 
range of Trubyte Bio- 
form Shade B 59. 


ae 
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BLEND 109. Si 
A medium red blend 
with a noticeably 
translucent _ incisal. 
Slightly darker than 
Trubyte Bioform Shade 
B 65. 


BLEND 113. 


A most useful dark 
gray blend with un- 
usual vitality. Excellent 
for the dark brunette 
type. 


Bioblend now gives you the most complete, verified range of natural 
tooth colors in twelve correlated polychromatic blends... offering the 
widest choice in selection for every age and complexion requirement in your 
denture practice. 

Another important plus—the new expanded Bioblend line of forty-two 
Upper Anteriors now provides a wide range of selection from graded sizes in your 
favorite Bioblend forms. 

Ask your Trubyte Dealer to show you the beautiful new Blend Selector and 
the new Mould Guide for Trubyte Bioblend—two important new prosthetic aids 
which belong in every dental office. 


A product of The Dentists’ Supply Company of New York © York, Pennsylvania 








